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Tankers Deliver ‘Gas’ and Fighter Plangs to Use | 





Tankers not only hauled gasoline to the fighting fronts, but fighter planes as well. This Socony-Vacuum tanker, her 
tanks filled with millions of gallons of avgas, has P-38s and P-47s on its deck 





How United States Tanker Fleet Grew in Four War Years 








11,785,000 dwt 
9,072,000 dwt April 1945 
July 1944 








5,632,000 dwt 
4.388,000 dwt July 1943 


July 1942 
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Read NPN’s Story of Industry’s Role in Wartime Tanker Operations, Starting on Page 18 














































































































Morrison's 


3 STAR PERFORMERS 


FOR THE SERVICE STATION 
of TODAY and TOMORROW 


The ultra modern service stations of TOMORROW will be equipped with these 
fine three-star performers available to you TODAY: 





FIG. 300 is the newest in hose nozzle design, tops in perform- 
ance as well as eye appeal. 


FIG. 133, an entirely new and successful foot valve, the best ever 
designed, guaranteed leak proof. 











FIG, 283, the very latest radiator faucet designed for the cars of 
today and those of tomorrow. Drop us a card TODAY for full 
FIG. 283 information on this new equipment of TOMORROW. 


MORRISON BROS. COM PANY 


OIL EQUIPMENT HEADQUARTERS 
DUBUQUE, IOWA 
































Will soon be with us again: When 
the customer is King; when there is no fuss 
with ration coupons; when everyone right down 


the line can demand and receive service. 


When we return to “business as usual’, the 
base of dealer’s and jobber’s service will be 
broadened. Oil, gas, and general lubrication 


service may not be sufficient to comprise an 





“The Good Ole Days” 





A-1 station. The future service station will be 
a miniature merchandise mart, serving the 


motorists’ needs for complete auto accessories. 


Here at Republic, we have plans for better 
marketing service. We're mapping a program 
that will mean increased sales and greater profit 
for our jobbers and dealers. Plan now to work 


with us, because... 


REPUBUCE GOING PLACES 


REPUBLIC OIL COMPANY 





Benedum Trees Building 








Pittsburgh, Pennsylvania 














































































Roy E. Anderson 




















They Directed War 








Adm. Nimitz’s commendation of the 
war services of commercial tankers and 
his hearty “well done” to the War Ship- 
ping Administration (see p. 18) is par- 
ticularly applicable to Roy E. Anderson 
and John W. Bancker, both of whom did 
outstanding jobs in the direction of tank- 
er operations. 












































Mr. Anderson, who was appointed di- 
rector of the division of tanker opera- 
tions, WSA, on Aug. 1, was loaned by 
Socony-Vacuum Oil Co. to WSA_ in 
April, 1942. 


He was employed in 1926 by the 
Vacuum Oil Co. in the Marine Operating 
and Traffic Division, and remained with 
them through the merger in 1931 with 
the Standard Oil Co. of New York to 
form the Socony-Vacuum Oil Co. 


Mr. Bancker resigned from the WSA 
on July 31, 1945, after serving since 
Aug. 1941 as executive assistant to the 
assistant deputy administrator for tanker 
operations. At the time of his resigna- 
tion, he was director of tanker opera- 
tions. 














































































































He, too, on loan from Socony-Vacuum 
Oil Co., was bom in New York City on 
Aug. 2, 1892. After attending high 
echool, he joined the Clyde Lines and 
left that company to become associated 
with Vacuum Oil Co. in 1912, and like 
Mr. Anderson remained through the mer- 
ger with Standard Oil of New York, when 
Socony-Vacuum Oil Co. was formed. 





















































He served in various Capacities in 




















John W. Bancker 


Tanker Operations 


Socony-Vac’s Marine operating and traf- 
fic division until his resignation Aug. ‘1, 
1945, after 33 years continuous service. 
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BULLETINS 


WPB Lifts Barriers 


On All Industrial 
Construction 


WASHINGTON — WPB on Aug. 21 
paved the way for immediate removal 
of all PAW controls on use of materials 
for well drilling, refinery construction 
and oil transportation projects. 

Action was taken by relaxing WPB’s 
general construction order, L-4l, to per- 
mit all types of industrial construction 
without prior authorization, effective at 
once, 

Expectation is that the WPB move, 
taken by issuing Direction 7 to L-41 will 
be followed without delay by the revo- 
cation by PAW of its orders controlling 
the spacing of wells (PAO 11) and reg- 
ulating the use of materials and equip- 
ment by the refining and transportation 
branches of the industry (PAO 15). 
Both revocation orders, when issued, 
will be dated back to Aug. 21, it is 
understood. 

L-41 controls on construction of retail 
service establishments were maintained 
for the time being, however, which 
means that the PAW order governing 
use of materials for service stations 
(PAO 12) will remain in force tempor- 
arily. 

Materials used in bulk plant installa- 
tions also are controlled by PAO 12, 
but exact status of this type of con- 
struction under the WPB direction is not 
yet quite clear, 

According to a WPB statement, its re- 
laxation of L-41 applied to: 

1. Construction of factories, plants 
and other units used mainly for manu- 
facturing, processing or assembling of 
goods or materials. 

2. Work on units not primarily used 
for industrial work if the construction is 
to prepare a part of the unit for such 
work. And 

3. Construction of facilities owned 
by a manufacturer that are necessary 
for handling raw materials or com- 
ponents, or for the distribution of his 
products to the retailer. 


LEND-LEASE ENDED 


WASHINGTON — Immediate end to 
Lend-Lease was announced Aug. 21 by 
the White House, which also ordered 
cancellation—-with certain exceptions 
—of all outstanding contracts under that 
program. Contracts will be continued, it 
was announced, only “where Allied 
governments are willing to agree to 
take them over or where it is in the in- 
terest of the United States to complete 
them.” 


CANCELLATIONS TOP 19 MILLION 


WASHINGTON—Cancellation of $19,- 
011.468 worth of Army Ground Force 
contracts calling for delivery of gaso- 
line and lube oils to East and West 
Coast ports has taken place since the 
end of the Japanese war. 
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Equipment Needed by Marketers to Meet 


Peacetime Competition Faces Bottlenecks 


Shortages of Motors, Castings Handicap Manufacturers; 
Volume Production Unlikely Before End of 1945 


NPN News Bureau 
CLEVELAND, Ohio — It will be the 


rated orders on their mill books before 
they will know what capacity is available 














NEWSMAGAZINE 
FOR OIL 
MANAGEMENT MEN 


end of 1945 befcre oil distributors get to meet the demand. It is expected that 
delivery on all the equipment they have some regulations—like inventory con- 
on order now with the manufacturers and trols—may be maintained to assure sup- 
it will be the first or second quarter of plies for smaller consumers of steel. ; 
, 1946 before new designs come off the Tho tannubictesess veeched tr MEN duction of lifts are plunger pipes which 
z production line in good volume. feel that most of the orders they have have been used for bombs. One rreggrndl 
n A telephone survey of equipment man- taken from civilian customers on ‘a “de- tacturer — that on an order wr - 
t ufacturers, equipment jobbers and oil liver-as-soon-as-possible” basis are firm day an oil CompNny (an GHEE delivery 
company purchasing departments shows orders and that not more than 10 to 15% in the latter part of December or early 
pe that the biggest bottlenecks to faster de- of them will be canceled. They do not pamanany Another manutacturer believes 
1 livery of needed equipment for the oil think that. oil companies have made that his production of 700 lifts the rest 
. distribution branch of the industry are practice of placing duplicate orders with . — a will ee pu be eam. nagin 
'- shortages in motors, in castings and un- competitive manufacturers with the ie ee a eee sgh an 
>- certainty in steel supply. to cancel out the order of the manufac- books. Ao tpg wey jobber said & 
n One manufacturer with the necessary turer who cannot make the first delivery. days would be a fair delivery schedule. 
). material and manpower on hand, is hold- Lifting the restrictions on the manu- GASOLINE DISPENSING PUMPS— 
di, ing oil company orders awaiting PAW facture of most oil marketing equipment Despite stories that the pump manufac- 
is release and says: “The quicker we can jn July, gave manufacturers a hunting ‘turers are to build 10,000 pumps in the 
, get out of wartime controls and restric-  Jicense for materials needed for civilian third quarter of the year and 15,000 more 
< tions the quicker we can get back to full production. But the license to buy did i” the last quarter, total allotment given 
~ production.” Another manufacturer also not create any more grey iron :castings, out to date Is for only 6,400 pumps. 
1g said that the key to speeding their con- small motors, or pipe and tubing. Pipe Grey iron castings and motors are two 
va version to peacetime products is to be and tubing was still going to the rocket bottlenecks in pump manufacture today 
“sd found in the ending of government regu- bomb program, foundries were still short 24 several pump companies say that it 
lations and red tape. As NPN went to of help. As a result, many manufac- will be October or November before 
a- press, WPB announced the lifting of two turers today are equipped with 2/3 of _ they are in full production. One equip- 
12, out of every three production controls. the necessary materials for manufactur- ™ent jobber ventured the opinion that 
n- Equipment that requires castings jing their equipment but still have not "0 new models would appear this year 
ot may become available more rapidly as found the missing third to deliver com- and that it might be the middle of 1946 
-" workers are released from war plants. plete units. before new designs come off the line. 
| Many foundries have been down to LIFTS—Chief bottleneck in full siete This same jobber said that any new 
its 50% on labor because foundry work is : large order for gasoline pumps would cer- 
\u- heavy and wage scales have not been tainly mean delivery no earlier than the 
of mpetitive Pg other wat aoe" os Dodge Resigns Sonn Vannes rad quarter a 1946. 
comparatively lower pay and heavier . in Ceiling prices are also a deterrent on 
ed work may be more attractive now than To Enter His Own Business production. Gasoline pump manufac- 
hes o work at all and for that reason there turers who formerly paid unskilled labor 
may be an increase in the flow of cast- NPN News Bureau 50 to 60 cents an hour are now up to 
ied ings to manufacturers of air compres- NEW YORK—H. W. Dodge, vice 90 cents and $1.00 an hour for the same 
iry ors, lubrication equipment, meters, gas- president of The Texas Co. and general class of help. Skilled labor that cost 90 
m - line pumps, and other equipment of manager of domestic sales has announced cents an hour before the war has gone 
his this type. his resignation effective Sept. 1. up to $1.75 and $2.00 per hour. Several 
The Steel Outlook Mr. Dodge joined sa — rep as an pump manufacturers have applied to 
Most manufacturers reported that the of 1k pig gh OPA for relief irom prices that were 
7 , a hasta predicated on lower manufacturing costs. 
teel situation would probably remain ago, He was appoint- sisi eee 
Pra tht for some little time. Their steel d seciatieill aaliht diesen, METERS — Situation on meter 
by , re tti -ancella- ee ee i facture will not be clear before the 
red ympany suppliers are getting cancella ager in 1929. In manurac ' ir r 
ons ms and new orders at the same time. eR Bi ee lated end of September or October. Meter 
that One drum manufacturer guessed that a vice president. manufacturers are experiencing  diffi- 
a i would be several weeks before the In 1941 Mr. Dodge culty in getting grey iron castings and 
lied el companies could begin to make headed the District °"* manufacturer reported he is short 
to ead or tail” out of the orders on their 1 Marketing Com- ms mary equipment a have 
Soak ks and give any kind of delivery mittee. He left that Hg stox of 7 exe" vut Se Sent 
iedules for civilian production. Sev- post in Dec. 1941 to that one manufacturer cr uld promise was 
il remarked that of course the auto- go with WPB and 4-week delivery on certain types which 
N bile industry would get the first call became its deputy have been in demand by the armed 
a steel but they seemed to think that director general and ‘¢€tvices. Larger meters for pipeline use 
519,- wend cole fale. Mr. Dodge cine =. an te and for larger terminals, however, cannot 
vase Lifting most of the restrictions on Washington in this post. In May, 1943 he be promised for delivery in anything less 
Nest el at the producer level, however, does accepted the post of director-in-charge than four to five months. 
the mean adequate supplies to all oil of PAW in District 1, resigning that posi- AIR COMPRESSORS — Lack of mo- 
tipment manufacturers tomorrow. The — tion in June 1944. tors and castings are holding up _pro- 
| mills have to balance out their Mr. Dodge said he will take a “long duction of air compressors, but castings 
S.A ellations, which are. coming in all _ rest” and then enter private business, the are the scarcer of the two items. Situa- 
-cond time, with the existing and new un- nature of which he did not disclose. tion should ease in November or De- 
1945 
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cember if foundries can get help and 
increase their production. 


LUBRICATION EQUIPMENT—Pres- 
ent orders will keep one manufacturer 
busy for the next 60 days and another 
one reports that current orders will be 
filled by the end of the year. 
lines of equipment will come off the 
production line of one manufacturer 
within two weeks but the newly designed 
line will not begin to appear until the 
Ist quarter of 1946. One new major 
item in their new line may become avail- 
able by the end of the year. Rubber 
hose for high pressure equipment is 
scarce but may be in better supply by 
the end of September, 


TRUCK TANKS Steel is still tight 
but some manufacturers are taking or- 
ders now for better delivery dates than 
they were two or three weeks ago. Some 
look for a stepped-up demand for smaller 
truck tanks first since the wartime pro- 
chiefly larger tanks 
for transport-trailers. Manufacturers who 
have fabricating for the armed 
services are in fair shape on materials 
since cancellations have left them with 
some steel inventory. One manufacture 
said he is able to promise 90- to 120-day 
delivery. Another manufacturer report- 
ed that it now takes 18 weeks to make 
delivery on truck tanks. 


Prewar 





duction has been 


been 


This manufacturer questioned whether 
anyone would be in position to fabricate 
the necessary steel in sufficient quantities 
to meet the demand even though the 
might be available fairly 


steel made 


soon. 


STORAGE TANKS — One manutfac- 
turer said his company is in better shape 
to deliver on large storage tanks than on 
smaller tanks cy tanks ror underground 
storage at service stations. Another manu- 
facturer said that his organization could 
promise 18 to 20 week 
bulk storage tanks. Special equipment 
for tanks which require castings will be 
tight for some time. 


VALVES AND FITTINGS—Purchase 
parts like springs and synthetic 
are still tight and one manufacturer re- 
ported that his suppliers are still asking 
for several months to make good on 
deliveries. Foundry and labor are bottle- 
necks and the most optimistic manufac- 
turer felt that it would be two to three 
weeks before any visible break would 
be made in them. Another felt that it 
might be 60 to 90 days before this sit- 
uation cleared, 


PUMPS — Manufacturers feel that 
it will be 10 to 12 weeks before they 
will be in position to promise prompt 
delivery on pumps for trucks and bulk 
plants. Manpower shortages which af- 
fect some manufacturers may be eased 


delivery on 


discs 


before then but one manufacturer said 
he thought some of the workers would 
take vacations 


before they reconvert 


themselves to peacetime jobs 


TRUCKS—Chances of extremely good 
for commercial operators lo purc hase new 
trucks or 


4 


commercial vehicles; in fact 





of them have recently acquired 
new units under priorities. Since truck 
rationing was initiated in March, 1942, 
a total of 536,602 vehicles of all types 
has been released, of which 402,495 went 
to civilian users. 


many 


To make the picture even brighter, 
WPB this week eliminated controls on 
the number of trucks that could be pro- 
duced. It appears certain that truck as- 
semblies over the balance of the year 
will be at the highest rate in the history 
of the industry. 

While there has been some reticence 
among manufacturers to schedule panel 
trucks because of difficulties in obtain- 
ing supplies of sheet steel, this should 
disappear with the likelihood of ample 
tonnage of flat-rolled material becoming 
available shortly. 

Generally, all agreed that unusually 
new designs will not be available gen- 
erally for another 6 to 9 months. In some 
equipment there wont be much room 
for additional streamlining as this re- 
designing had been done largely before 
the war. Most look for a continuation 
of pre-war trends in the use of larger 
storage facilities at service stations, in 
the increased use of truck-transport de- 
livery, and in better control and more 
efficient handling of products at bulk 
terminals. 

In the meanwhile new groups of equip- 
ment men have been commissioned to 
hunt out new materials—others have 
been assigned the task of settling con- 
tract terminations with the government 
and the armed services—still other men 
have been put on the job to expedite the 
movement of parts—and everybody is 
trying to explain to anxious oil customers 
why delivery cannot be made on their 
orders tomorrow even though the Japs 
quit fighting yesterday. 


Demands 1-Cent Raise 
in Price of Gasoline 


Special to NPN 

DALLAS — The Texas Mid-Continent 
Oil and Gas Association has demanded 
an immediate raise of 1 cent per gallon 
in the price of gasoline to “keep the in- 
dependent oil producer from being wiped 
out.” 

The demand was voiced by the asso- 
president, Maston Nixon of 
Christi, through the 
headquarters here. 

“Approximately 2,323,712,000 barrels 
of crude oil have been produced from 
Texas wells since Pearl Harbor and put 
into the fight at pre-war prices,” he 
said. 


ciation s 


Corpus group's 


“At the same time, the user of civilian 
gasoline has paid the prewar price at 
the pump for a gallon of gasoline that 
still measures four quarts. It hasn't 
been trimmed down like the length of 
our shirttails and many other things we 
buy. wartime costs of oil production 
have been absorbed by the crude _pro- 
ducer, but now he is faced with prewar 


allowables and prices. He must, however, 
retain war costs to find and produce 
crude oil. The independent producer 
will be wiped out in the immediate 
postwar adjustment unless he gets relief 
at once. 


“Certainly such treatment is not proper 
regard for the tremendous war job that 
Steps should be taken 
to raise gasoline prices one cent per 
gallon with corresponding increases in 
other products to the end that an aver- 
age increase of 35 cents per barrel in 
crude postings be established at once. 


has been done. 


“The oil industry in Texas is proud 
of its part in supplying the mobile power 
to win. Users of gasoline would gladly 
pay this increase in fairness to an indus- 
try that has contributed so lavishly of 
its resources to help win the war.” 


"Strike-Busting" Co-Op 
Woos Teamster's Union 


NPN News Bureau 
CHICAGO — Recent strike of 24 oil 
truck drivers at Racine, Wis., primarily 
against WLB for failure to act on pay in- 
crease for the drivers, which was termi- 
nated following meeting of the War La- 
bor Board with the International Brother- 
hood of Teamsters on Aug. 8, 1945, is 
presented very differently in the Co-op 
League News Service published Aug. 16. 
The Co-op newsletter has this to say; 
“Another landmark in cooperation be- 
tween organized labor and consumer co- 
operatives was created when the Racine 
Consumer Cooperative aided the Team- 
sters Local No. 43 in its strike against the 
major oil companies of this city. Only a 
back to work order issued by the War 
Labor Board kept the strike from com- 
plete success, but not before the co-op 
had demonstrated the futility of con- 
tinued resistance on the part of the big- 
time oil companies.” 


Hans Schmidt, writing in the news 
service, goes on to tell that the co-op 
in Racine, already paying a higher wage 
than union asked by th 
union to continue delivering petroleum 


scale, Was 


products so the supply would not be en- 
tirely tied up. The co-op paper then 
goes on to say, “This demonstration of 
labor-consumer solidity caused 
other companies to give in, and one by 
one the independents, and finally, some 
of the major co’s. agreed to the union’s 
demands and resumed deliveries.” Al 
this point I would like to point out that 
only 24 drivers were on strike with only 


Co-Op 


three companies involved; Bauman O 
Co., Socony-Vacuum and Standard Oil 


Co., of Indiana. 


In conclusion the co-op paper says 
“Net results of the strike: For th 
teamsters, a promise by the WLB tha 
the dispute will be settled promptly, an 
the assurance that the co-op will helj 
them in their future efforts; for the co 
op, a month’s business in four days . 
for both co-op. and local 43, a lot o 
good will for the mutual aid rendered 
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Japanese Oil Facilities 
Mapped by Bureau of Mines 
NPN News Bureau 
WASHINGTON — Janan’s vast net- 
work of oil 


oil plants, and other industrial facilities 


fields, refineries, synthetic 


is detailed on two large-scale maps just 


completed by the Bureau of Mines, 


Now available to the public in limit- 
ed quantities, the maps were drawn on 
information the Bureau 


collected over a period of several years, 


the basis of 


secretiveness, and will 
be used by civilian and military authori- 
ties in administering affairs of conquered 
Nippon. 


despite Japan’s 


Data compiled by the Bureau of Mines 
refutes the charge that has often been 
made that the Japs are imitators and not 
originators, the Bureau said. Among 
Japan's scientists are Hironaka, who de- 
veloped super heat heavy Diesel engine 
oil for vessels, automobiles, and 
tircraft and other men who specialized in 
chemicals and metals. 


smal] 


War Utilities Office Removes 
Restrictions On Gas Use 


NPN News Bureau 

WASHINGTON — WPB’s office of 
var utilities this week removed all war 
restrictions on acceptance of additional 
esidential space heating and the indus- 
trial consumption of gas by utility com- 
panies, by revoking Utilities Order U-7. 


OWU Director Edward Falck at the 
ime time informed all manufactured gas 
tilities that he was withdrawing all pre- 
ious requests by OWU that companies 
frain from promotional sales campaigns 
add new space heating and industrial 
nsumption so long as supplies of oil 
sed for enrichment of manufactured gas 
mained tight. 


U-7 for the past three years prohibited 
ew uses of gas by natural gas companies 
xcept as specifically authorized and pro- 

led by wartime procedures for inte- 
rating natural gas operations and re- 
ucing consumption during shortages. 
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NPN's Special Letter-Mail Edition Tells of 


Relaxation of Federal Controls on Industry 


NPN on Saturday (Aug. 18) sent to all its subscribers a special letter-mail edition 
with stories on developments in Washington affecting the oil industry during the 


four days following official! announcement of Japan's surrender. 


Below is a 3um- 


mary of last week's Washington oil news, practically all of which appeared in 


NPN’s Aug. 18 letter-mail edition. 


NPN News Bureau 

WASHINGTON—The job of freeing 
the petroleum industry 
controls and red 
apace. 

With regulations being tossed into the 
discard with a speed so great as to be 
almost confounding, there was every 
prospect at NPN press time this week, 
as a result, that the industry would be 
back on a completely unfettered basis on 
or about Oct. 1. 

PAW itself was setting the pace for 
official Washington. 

Hardly had the President announced Jap 
acceptance of the surrender terms than 
PAW was ready with a recommendation 
that rationing of gasoline and fuel oil be 
halted. Most controls on the refining 
branch of the industry also went out the 
window forthwith, including 
stricting the quality of 
gasolines. 


wartime 
proceeding 


from 
tape is 


those re- 
civilian grade 

This was only the beginning, how- 
ever, as Deputy PAW Davies reiterated 
the pledge given early in the war that 
PAW would be liquidated “at the earli- 
est possible date.” 

Scheduled to go by the boards with- 
in a matter of days are practically all 
PAW regulations applying to market- 
ing and distribution, such as PAO 1, 
PAO 5, Recommendation 62 (the credit 
card ban), and the recommendation per- 
mitting stations to enter into 
voluntary agreements to curtail hours of 
operations. 


service 


State Control of Crude Production 


Control over crude production is to 
be returned to the states, effective Sept. 
1, when PAW proposes to abandon its 
certification — of 
rates. 


production 

lone ex- 
ception to this pending such time as 
Directive 19 is revoked, the reason be- 
ing a desire on the part of certain pro- 
ducers in that state, which has no can- 
servation law, to have some enforceable 
standard to follow on the road back to 
normalcy. 

PAW was not the only agency active 
on the reconversion front. 

OPA, for one, not only washed _ its 
hands of gasoline and fuel rationing but 
it also lifted all outstanding revocation 
and suspension orders and freed the in- 
dustry completely from the requirement 
of preserving ration records for a year, 
even though some enforcement officials 
wanted them kept so they could be pried 
into for possible future action. 


mandatory 
California may be a 


First move on the price front also 
was taken, with revocation of the Dist. 1 
revenue price increases and the prac- 
tical cancellation of the plan under 
which the office of defense supplies has 


been subsidizing, in part, the 
cost of moving products overland to the 
east coast. 


excess 


Other Price Moves Near 
Other price 
but elimination of ceilings on 
crude and products won't occur until 
such time as OPA is satisfied that sup- 
ply conditions are such that there is no 
danger of an inflationary rise in price. 
On the materials front, WPB was ex- 
pected to act before the week is out to 
remove all controls on the use of ma- 
terials and equipment for industrial con- 
struction. This will be done by amend- 
ment of L-41, thus clearing the way 
for subsequent removal of most com- 
panion PAW regulations such as PAO 
11, the well-spacing order, and PAO 15, 
which governs the refining and trans 
portation branches of the industry. Con- 
trols on bulk plant construction, under 
PAO 12, also would be eliminated, but 
it's not yet certain that unlimited use 
of materials will be permitted for serv- 
ice station installations. 


moves were imminent 


general 


Truman Orders Rapid 
Removal Of Controls 


NPN News Bureau 
WASHINGTON President Truman 
has ordered war 
price, wage, production and other con- 
without 


agencies to remove 


trols “as rapidly as possible 
endangering the stability of the econo- 
my.” 

His executive order on reconversion, 
designed to speed transition to peacetime 
industrial production, gave War Labor 
Board authority to wipe out wage con- 
trols of the “Little Steel” formula, but 
ordered continuance of — price controls 
as embodied in the emergency price con 
trol and 1942, as 
amended, “(1) by using all powers con- 
ferred therein and all other lawful means 


to prevent either inflation or deflation, 


stabilization acts of 


and (2) while so doing, by making what 
ever modifications m controls over prices, 
wages, materials and facilities are neces- 
sary for an orderly transition from war 
to peace.” 
No Rise In General Levels 

While ordering the OPA administrator 
and the Secretary cf Agriculture to take 
all necessary steps to prevent a rise in the 
cost of living and in the general level 
of prices, the President allowed them to 
adjust price 
removing “gross inequalities or to cor 
rect maladjustments or inequities which 
would interfere with the effective tran- 
sition to a peacetime economy.” 

In exercising that power, 


controls for purposes of 


however, 
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Washington News 


OPA and agriculture must “(1) so far 
as is reasonable, practicable and neces- 
sary for this purpose, see that such price 
increases do not cause price increases at 
later distribu- 
tion, and (2) improve and tighten pric 


levels of production or 
controls in those fields which are im- 
relation to production costs 
or the cost of living in which, in their 
judgment, the controls have heretofor 
been insufficiently effective.” 


portant in 


Wage Increases Possible 


On the subject of wages, the pres 
ident’s order provided that WLB and 
other agencies designated by the Direc 
tor of Economic Stabilization may give 
employers approval to grant wage in- 
creases, provided that such increases will 
not be used in whole or in part as the 
basis for seeking higher price ceilings 
or for resisting “otherwise justifiable r 
ductions in price ceilings.” 
acknowledged, however, 
that WLB or another agency might at 


The order 


some time desire to allow wage increases 
which would result in a plea for raising 
price ceilings. In that case the President 
directed, prior approval must be obtained 
from the 


economic _ stabilizer. 


Lifts Bus Restrictions 
NPN News Bureau 

WASHINGTON—AIl restrictions on 
inter-city bus line operations were ended 
this week by ODT, effective sept. 30 
but the agency said that it will be “some 
time before bus lines will be able t 
render prewar service.” 

Under wartime regulations, the lin 
were required to abandon all schedules 
where the average load did not meet 
certain efficiency standards, and to end 
service to places of amusement 


ODT Order 19 Revoked 
WASHINGTON — ODT this week 


abandoned its last remaining restriction 
on transportation of oil and products 
by revoking general order ODT 19 which 
regulated inland vessels 
and specified various loading and un 
loading 


movements of 


requirements under a_ permit 


svstem. 


PAW'S Marketing Division To 
Close Shop In Thirty Days 
NPN News Bureau 

WASHINGTON — PAW’s marketing 
and distribution division will be liqui- 
dated by Sept. 20 except for a skeleton 
staff of three or four which will be re- 
tained to answer inquiries, etc., until such 
time as PAW itself goes out of business. 

Notice to this effect came from direc 
tor Walter Hochuli, who wrote all em- 
ployes their assignment would be com- 
pleted in 30 days and that they would 
then be available for transfer to some 
other government job or to return to 
private employment. The number of em- 
ploves now on the division payroll is 
about 40, a considerable reduction in per- 
sonnel having taken place over the past 
several months. 


6 


Announces Elimination 
Of Transport Subsidy 


WASHINGTON — Formal announce- 
ment that the Dist. 1 revenue price in- 
creases are being rubbed out Sept. 1 came 
this week from OPA at the same time that 
the Reconstruction Finance Corp. was 
uotifying participants of the 
which the east coast transportation sub- 
sidy is to be eliminated. 

Price ceiling reductions will be effec- 
tive immediately only at refinery and 
wholesale (including tank wagon ) levels, 
with cuts at the retail level to follow later 
in the month. The delay is to allow 
sellers at retail establishments time in 
which to dispose of normal inventories 
acquired while the 
creases were in effect. 


basis on 


revenue price in- 
Wholesalers who 
purchase from participants in the com- 
pensatory plan already are protected by 
RF¢ 

Reductions will range from 6/10 of a 
cent to Jc per gal. for gasoline; from lc 
to lc a gal. for kerosine, distillate heat- 
ing oils and Diesel fuel; and from 15 to 
30 cents a bbl. for heavy industrial fuel 
oils 

Following is text of notice sent by RFC 
under date of Aug. 18 to all applicants 
ior compensatory adjustments under RFC 
Regulation No, 1: 


“In view of the cessation of hostilities and 


the consequent general availability of normal 
transportation methods, a program for the elim- 
ination of compensatory adjustments made pur 


suant to petroleum compensatory adjustments 
revised regulation No. 1 was planned at an in 
teragency meeting between representatives of 
Administration for War, Office of 
Price Administration and Reconstruction Finance 


Corporation. The program which was mutually 


Petroleum 


atisfactory to all three agencies is as follows 

1) Compensatory adjustments made pursu 
int to revised regulation No. 1 will be discon 
tinued as soon as the transportation and distribu 
on of petroleum and petroleum products can 
be reconverted to a substantially normal basis 
While it is impossible to specify at this time 
the actual date on which the regulation can be 
ntirely revoked, it is not likely that com 
pensatory adjustments will be made for a longs 
Applicants will be notified 
in advance of the date of termination 


period than 60 days. 


2) Compensatory adjustments will not be 
made for excess costs incurred on any importa 
tion or inter-supply area movement of crude 
ompensable products or miscellaneous prod 
ucts which is commenced on or after Sept. 1, 
1945, nor any such movement not completed 
prior to Oct. 1, 
made pursuant to a shipping schedule approved 


1945, unless the movement is 


by Petroleum Administration for War or unless 
the movement has been approved in advance by 
such agency Termination of compensability of 
intra-supply area movements will be the subject 
of a later notice All outstanding intra-district 
movement approvals are hereby cancelled, ef- 
fective as to movements commenced after Aug 
31, 1945 

3) Compensatory adjustments will not be 
made for excess costs incurred on any move- 
ment of miscellaneous products, as defined in 
Section 1 (G) of the regulation, which is begun 
on and after Sept. 16, 1945, nor in any event 
which is not completed prior to Oct. 1, 1945. 

4) Maximum prices for compensable prod- 
ucts in such cases where they have been pre- 
viously established by Office of Price Admin- 
istration will be reduced by that agency effec- 
tive Sept. 1, 1945, except at retail establish- 
ments. Revised maximum prices at retail estab- 
lishments will not be made effective on Sept. 
1, 1945, but will be made effective shortly 





thereafter. The interim period will give sellers 
at retail establishments an opportunity to dis- 
‘Revenue price in- 
creases’ as that term is defined in Petroleum 
Compensatory Adjustments Revised Regulation 
No. 1 will therefore be revoked on all products 
effective Sept. 1, 1945. Refunds made to non 
applicants pursuant to Section 5 (A) (IV) of the 
regulation on account of inventories of petro- 
leum products on hand on the effective date of 
the revocation of the revenue price increases 
will be reimbursable in accordance with the 
existing terms of the regulation. 

“No changes in the program announced 
above will be made without further notification 

“Please acknowledge receipt.” 

The notice was signed by 
Stoner, associate director, office of de- 
fense supplies, RFC. 


pose of normal inventories 


George 


Farm-Implement Tires 
Taken Off Ration List 
NPN News Bureau 
WASHINGTON — OPA this 
ended rationing of all farm-implement 
and industrial type tires, but said that 
truck and passenger car tires must re- 


week 


main rationed because of shortages in 
cotton cord, certain chemicals, and skilled 
manpower. 

Pointing out that rationing of farm 
implement and industrial tires was re 
after WPB intormed OPA 
that ample supplies of those tires wer 
wailable, OPA administrator Bowles said 


truck 


moved only 


the shortage of passenger and 


tires is still “acute.” 

“If rationing of these tires were “ended 
now,” he added, “the short supply would 
be absorbed very rapidly and in all 
probability an acute situation would re- 
sult in passenger car and truck trans- 
portation.” 

Mir. Bowles said that even passenge 
and truck tires used on farm equipment 
must continue to be rationed becaus 
of short supply. 

OPA also announced that there was 
restricting 


no chance in regulations 


certificate issuance by local boards t 
the limits of their tire quotas, and order- 
ing dealers to surrender “B” portions of 
tire certificates to replenish their sup 
plies of rationed tires. 

Action was taken in amendment 105 


to RO 1A, Section 806 P. 


Convention Ban Eased by ODT 
NPN News Bureai 

WASHINGTON — ODT has relaxed 
its convention ban, raising from 50 t 
150 the number of persons permitted t 
attend 


order gave the 


out-of-town conventions. The 
“green light” to jobber 
and other oil men who have deferre 
holding conventions during the war be 
cause of the previous restriction, 

At the same time, the agency revokes 
orders which had: set a national 35-mile 
prohibited sight 


speed limit, 


seeing buses and chartered buses fron 


an-hour 


operating, prohibited substitution of bu 


service for street-car service, banned 
group travel for business purposes, and 
confined taxicabs to operating within 

10-mile radius of metropolitan city limit 


throughout the country. 
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Many Industry Controls Affecting Petroleum 
Operations Among 210 Revoked By WPB 


NPN News Bureai 

WASHINGTON — WPB has revoked 

i total of 210 more controls over industry 

to speed reconversion, including limita- 

tions on manufacture of automotive 

and parts, storage batteries, oil 

burners, steel and fibre drums, and a 
large number ot chemicals. 

At the same time, WPB Chairman 


Krug announced that many more revo- 
cations will follow in 


eni¢ le 5 


the next few days, 
inciuding removal of restrictions on the 
number of automobiles that may be pro- 
duced this year. He added that ihe ques- 
tion whether new cars will be delivered 
equipped with spare tires still is being 
discussed. 

Action was taken in Priorities Regula- 
tion No. 31, which revoked 103 mate- 
rials and limitation orders and 98 sched- 
ules In addition, nine directives and 
limitations and material orders not in- 
cluded under PR 31 also were revoked. 
All revocations, except for most chem- 
effective at once. 

Mr. Krug emphasized that WPB_ is 


Keeph 


cals, ul 


ig a careful watch on all revoca- 
tion actions and will reimpose controls 
wherever necessary. He pledged priori 
ties aid for items that threaten bottle- 
cks “but only after the applicant has 
exhausted all possible means of helping 
himselt 

Among WPB orders revoked were the 
following: 

A UTOMOTIVE—L-1-E, L-2 and L-2- 
\ through L-2-H, limiting construction of 
utomotive vehicles, parts and equip- 


ent; L-270, limiting manufacture of 

itomotir maintenance equipment; 
L.-254, air-cooled internal combustion 

igines; and L-180, storage batteries. 


CONTAINERS L-197 and L-337, 


which restricted manufacture and use of 
steel shipping drums and fibre shipping 
drums, respectively. 


OIL BURNING EQUIPMENT — 
L-349, which had imposed distribution 
controls on oil burners. 


OIL COUNTRY TUBULAR GOODS 
—Schedule 9 of L-211, which had im- 
posed requirements for owners of oil 
country tubular goods to keep records 
for inspection by WPB and which also 
restricted producers of such goods as 
to sizes and specifications. 


CHEMICALS—(AIl effective Aug, 31) 
—M-150, Aromatic solvents; following 
schedules of M-300: Schedule 21, Tolu- 
ene; schedule 22, benzene; Schedule 23, 
Xylene (Xylol); Schedule 28, acetylene 
black; Schedule 32, carbon _ black; 
Schedule 38, naphthalene; Schedule 69, 
gasoline gum inhibitors; Schedule 105, 
benzyl benzoate and benzyl choride; 
Schedule 117, naphthalenic acid and 
naphthenates. 


Valvoline Protests Motor Oil 
Designations By API Group 


NPN News Bureau 
WASHINGTON—In a recent telegram 
to the Lubricating Committee of the 
American Petroleum Institute, C.J. 
LeRoux of Valvoline Oil Co., Cincinnati, 
made a protest to the Motor Oil Grade 
Designation as selected by the Commit- 
tee at their recent meeting in Chicago. 
(See July 4 NPN, p. 4), 
In his message to API, Mr. LeRoux 
said “Valvoline protests the Motor Oil 
Designation of your Lubricating Com- 


mittee. Namely such designations as 





Use Tax Receipts Off; 'Gas' Take Is Higher 


NPN News Bureau 


WASHINGTON Tax receipts on 
line ros nore than $134,300,000 
ring the fiscal year ended June 30, 


1945 to a peak of $405.563,.011.25. 
those on lubricating oils soared 
re than $40,390,000 in the same period 
i total of $92,865,058.19, Internal 
enue Bureau announced. 

Increases over fiscal year 1944 col- 
were attributed to the fact that 

eral agencies paid taxes on their pur- 
of these items for the first time 

the vear ended June 30. For the 


same reason, increased tax receipts were 


also reported for tires and inner tubes, 


automobile trucks and other commodi- 
ties. 

At the same time, however, the bureau 
reported a sharp decline of more than 
$5,000,000 in collections of the use tax 
on motor vehicles, as thousands of war- 
weary cars either were scrapped or 
placed in storage, 

Tax receipts for oil and other items 
announced by IRB for the fiscal year 
ended June 30, 1945, as compared with 
previous fiscal year, were as follows: 


Increase or 


Sources of Revenue 1944 1945 Decrease (—) 
Lubricating Oils $ 52,473,093.61 $ 92,865,058.19 $ 40,391,964.58 
Gasoline 271,216,501.79 405,563,011.25 134,346,509.46 


] res and Inner Pubes 

Electric, Gas, and Oil Appliances 

Automobile Trucks 

Other Automobiles & Motorcycles 

l'ransportation of Oil by Pipe Line 
e of Motor Vehicles 
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40,333,746.92 
5,026,905.40 
3,246,727.35 
1,221,736.93 
15,850,856.83 
134,325,537.83 


75,257 ,203.34 
12,060,107.06 
20,847,485.33 
2,558,201.98 
16,286,295.17 
128,700,713.02 


34,923,456.42 
7,033,201.66 
17,600,757.98 
1,336,465.05 
435,438.34 
5,624,824.81 


Washington News ——— 


Heavy Duty, Premium and_ Regular. 
Valvoline believes that the use of the 
word Premium to designate a grade of 
motor oil is wrong.” The telegram add- 
ed that Valvoline believes that the Fed- 
eral Trade Commission would “frown 
upon the misuse of the words Premium 
Oil as proposed by API and on the con- 
sequent confusion from such use.” 

It was proposed by Valvoline, accord- 
ing to the telegram, that the three grades 
of motor oil be designated as Heavy 
Duty, Intermediate Duty and Normal 
Duty, and the company has asked the 
prompt reaction of API to this position. 

A similar protest was sent to National 
Petroleum Assn. and to the Pennsylvania 
Grade Crude Oil Assn, 


Maritime Commission Cancels 
$44,000,000 Tanker Contracts 


NPN News Bureau 

WASHINGTON — Cancellation of an 
estimated $44,000,000 in contracts for 
construction of 32 coastal, T3 and T2 
tankers was announced this week by the 
Maritime Commission. 

Contracts for about $20,000,000 cov- 
ered construction of 24 coastal tankers 
for lend-lease to Great Britain, while 
those for the remainder were for seven 
T2’s and one T3. Yards and number of 
vessels involved are: 

Lend-Lease—New England Shipbuild- 
ing Corp., South Portland, Me., 12; Avon- 
dale Marine Ways, Inc., Avondale, La., 
6: United Concrete Pipe Corp., Los An- 
geles, 6. 

T3—Welding Shipyard Inc., Norfolk, 
Va., 1. 

T2—Marinship Corp., Sausalito, Calif., 
2: Kaiser (Swan Island), Portland, Ore., 5. 


SPB Allocates 1603 More 
Army Trucks to Farmers 
NPN News Bureau 

WASHINGTON — The Surplus Prop- 
erty Board this week directed the De- 
partment of Commerce, Office of Surplus 
Property, to sell an additional 1603  sur- 
plus Army trucks in 15 states to farmers 
who need them to help with harvesting. 
Nearly 10,000 trucks have been made 
available in this manner so far. 

States benefiting by SPB’s latest allo- 
cation are: Idaho, 41 trucks; Indiana, 
113: Missouri, 125; Iowa, 130; Nebraska, 
61: Colorado, 89; Washington, 201; 
Georgia, 220; South Dakota, 102; Ore- 
gon, 59; Rhode Island, 32; Vermont, 21; 
Massachusetts, 12; North Carolina, 150; 
New York, 47. 


Plan Employment Surveys 


WASHINGTON—A weekly survey of 
employment in 166 principal U. S. laber 
market areas will be made by the War 
Manpower Commission to show the extent 
to which cutbacks have affected employ- 
ment and the number of job openings in 
each area. 

WMC Chairman McNutt said the sur- 
vey will be based on area reports to be 
drawn up at the close of business each 
Friday. 








Washington—By Herbert A. Yocom 





Deveiopments Following War's End Point To Early Demise Of PAW 


WASHINGTON—Any worries on the 
part of industry that the life of PAW may 
be unduly prolonged should be effectively 
dispelled by the developments that hav 
followed the ending of the war. 

Not only did 
Deputy PAW Davies 
speak up and 
that PAW ought 
be a thing of 1 
past by the year-end 
but he backed up 
the statement with 
action which prom- 
ised to reduce the 
war-oil agency — to 
little more than a 
shaky shadow of its 
present self long be 
fore that date rolls 
around. 





Mr. Yocom 


Already many orders have been can- 
celled. Others are on the way out as this 
is written, Control over production is 
to be returned to the several states as of 
Sept. 1. Regulations governing the us« 
of materials and equipment will go by th 
boards as soon as word is flashed from the 
War Production Board. All PAW operat- 
ing divisions have been asked how soon 
they can complete their work, the idea 
apparently being to set a termination dat 


tor each and to see to it that the deadline 
IS lil 

in other words, PAW is definitely on 
the out-bouud road and making speed 
tuwards oblivion. Which recalls to mind 
tne statement made by PAW Ick the 
Old Curmudgeon himself—way back on 
November 5, 1941 when industry, with 

me pretty painful experiences stil fresa 
in mind, was not yet certain what migitt 
he the outcome of its strange new partner- 
ship venture with government. Said Mr. 
Ickes then, speaking before the A. P. I. 
ut San Francisco: 

“IT view the office of Petroleum Co- 
ordinator (later PAW) as an agency 
created to do a necessary work during thc 
emergency—an agency that will be dis 


} 


continued when the emergency ends. 


° © 


Although the War and Navy Depart 
ments have withdrawn all requests for 
postponement otf antitrust suits against 
companies that were engaged in the wai 
program, there’s still no sign from any 
quarter as to when the Justice Depart 
ment may decide the time has come to 
proceed with its anti-trust suit against 
\. P. L., 22 major oil companies and sev 
crai huadred of their subsidiaries. Thi 
case was suspended indefinitely on July 
5, 1942, under a sort of “armistice” agree- 


ment supported by PAW, but can be 


East Coast—By Frank P. S. Glassey 


Oil industry Turns to Peacetime Operations With 


NEW YORK—The oil industry. as 
typified by major companies in this area, 
has wasted no time in getting back to a 
peacet me basis. Elimination of rationing 
of gasoline and fuel oil has been a 
complished with t 
minimum of — con- 
fusion. Most other 
wartime controls 
are expected to go 
soon. 

Officials of PAW 
Dist, 1 have done a 
man-size job in as 
suring an order}, 
transitioin period 


even though they 





were surprised at the 
at the speed with 
Washington acted on 
some matters atte: 


Mr. Glassey 


the Japanese capitulation. The only big 
worry now is what is going to happen to 
prices, and even that is partially allevi 
ated by the assurance that the Army 
and Navy will not dump on the civilian 
market the huge supplies of product they 
have on the East Coast. It has been esti 
mated that such storage is approximately 
50 per cent of the total in Dist. 1. 

The military cutback nationwide is ex 


pected to reach 700,000 or 800,000 b/d 
ii Septe mber. Nevertheless, w.th unre- 
stricted civilian purchases of gasoline and 
tuel oil, there will be a serious problem 
to build up stocks during the next few 
months 

army and Navy authorities have in 
formed the industry that they will im- 
mediately terminate all wartime contracts 
ud will live off their inventory. This 
ilone will release 565,000,000 gallons of 
gasoline monthly. 

iixecutives of major companies will 
meet here this week to discuss the in- 
dustry’s attitude toward the suggested 
late of termination of Directive 59. It 
ippeared to be the general consensus ol 
as this was written, that PAW 
will be forced to keep the directive in et- 


pinion, 


fect for at least two or three months, 


or well into the winter heating season 

Another question being considered by 
the supply and transportation committe: 
Dist. 1 is the manner in which tankers 
should be returned to their owners by th« 
War Shipping Administration. The WSA 
is permitted to retain those vessels for 
six months after the end of the war, but 
there is little probability that they will 
be he'd that long. 


The industry’s viewpoint seems to be 


brought to trial by the government on 
60-day notice. 


Oil news, refined: Deputy PAW Davies’ 
hardest task from here on out is going to 
be that of keeping enough employes on 
the job to assist in the liquidation of the 
agency. Most, if not all, of those from in- 
dustry are literally champing at the bit 
to get back to their companies . . . In- 
dustry can consider itself fortunate that 
all wrAW wisirict viaterials Directors 
were convening in Washington for a two- 
day meeting, called by National Director 
E. E. Robbins, at the very moment that 
WPB started removing most of its con- 
trols. When they get back to their respec- 
tive districts, they will be up-to-the- 
minute on all the latest developments . . . 
PAW is working out procedure for can- 
cellation of WPB certifications support- 
ing the war-necessity of its various orders 
as they are revoked, In the case of some 
orders, such as directive 59, which are to 
he continued briefly in modified form, it 
may be necessary to amend the WPB 
certifications to coincide with the amend- 
ed form of the orders . . . ODT boasts 
proudly that, bad as they were, those §8 
wooden barges employed in the navy 
special fuel service on the Gulf Intra- 
coastal Waterway delivered a_ total of 
10,740,033 bbls. to Lynn Haven, Fla., 
for transhipment to Norfolk, Va. 


Little Confusion 


tuat government authorities should main- 
tain control of private tankers until they 
can return the fleets to individual com- 
panies in approximately the prewar size. 
Chis, it is believed, would protect the in- 
dustry from a price war that would be 
disastrous to many. 

Meanwhile, local service stations have 
had difficulty in meeting demands caused 
by the sudden termination of rationing 
Che situation was well described by one 
radio commentator, who said: “It’s a 
wonderful feeling to be able to drive in 
It’s not 
so wonderful to hear the reply: ‘No gas.’ ’ 

W. S. S. Rodgers, chairman of The 
exas Co., has warned that a “driving 


ind say casually, ‘Fill her up.’ 


spree” might cause an acute but tempor- 
iry gasoline shortage in some parts of the 
Kast. Mr. Rodgers pointed out that the 
supply problem is chiefly one of trans- 
portation, but he added that the industr 
would be able to furnish all the gasoline 
that could possibly be demanded “within 
a very short time.” F. W. Abrams, vice 
president of the Standard Oil Co. (N. J. 
expressed substantially the same opinion 
A survey of principal distributors in 
New York City, Albany, Rochester and 
Buffalo indicated satisfactory supplies of 
gasoline were on hand late last week, al- 
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though they might be depleted temporar- 
ily by a buying rush. A similar situation 
was reported as regards fuel oil. 

Included in the inevitable crop of 
rumors that accompanied the end of the 
war was the revival of a report that a 
group of independents might seek to lease 
the Big Inch, or the Little Big Inch, to 
bring product into the New York area. 

Harry B. Hilts, secretary of the Empire 
State Petroleum Association, whose name 
has been linked with such a project, has 
denied that he is in any way interested in 
the plan, Mr. Hilts said that when his 
duties with ESPA are completed he will 
return to his own business. 

Gordon Duke, president of the South- 
eastern Oil, has admitted that he hopes 
to bring products into New York harbor, 
whether by pipeline or by tanker, but he 


Midwest—By Earl Lamm 





PIPELINES 





NPN Writers at Three Vital Points 
Discuss the Industry’s preblems 








said that he believes the cost of pipeline 
transportation would be too great to com- 
pete with tankers. Other transport au- 
thorities have estimated that it would cost 
15 cents per barrel to move gasoline over 
the 20-inch line, and that to that figure 
should be added the initial investment, 
costs of depreciation, the construction of 
a terminal and the cost of barge move- 
ments. 
Oo ° Qo 


Automobiles will be manufactured at 
prewar levels by the end of this year, in 
the opinion of officials of the Ford Motor 


Car Co., who gathered here last week to 
see the first civilian car roll from the 
assembly lines of the Edgewater, N. J., 
plant since Feb. 7, 1942. 


The plant’s schedule this week is 20 
cars daily, and the rate will grow until 
50 cars daily move off the line some time 
in September. The volume thereafter 
depends on Government plans for the in- 
dustry and on the materials situation. 
But Ford officials predicted that when 
production gets into full stride, output 
will be almost 50% greater than before 
the war. 


Training Pointers For Oil Marketing Shown in Restaurant Set-Up 


CHICAGO — With the military crawl- 
ing out of foxholes and gasoline and 
fuel oil rationing gone, the big scram- 
ble for civilian business is on. Postwar 
plans made sometime ago are suddenly 
found stale, at least 
in part. Some new 
and more definite 
ones are being put 
into effect. For the 
long hill pull, and 
to show considera- 
tion for men who did 
the most for vic- 
tory, the on-the-job 
training program just 
adopted by B/G 
Foods, Inc., and 
sponsored by Am- 
vets (American Vet- 
erans of World War 
II) contains some ideas that may be ap- 
plicable to oil marketing in training 
returned veterans for service station 
B/G Foods own 87 restau- 
rants in New York, Pittsburgh, Cincin- 
nati, Chicago, Milwaukee, Minneapolis 
ind San Francisco, according to W. L. 
Nichols, vice president and _ general 
They offer a 26-week train- 
ing program to veterans who want to 
ro into the restaurant business for them- 
elves. To see how it fits the oil busi- 
1ess, substitute the words “service sta- 
tion” for “restaurant” when reading the 
‘planation given in a leaflet. 





Mr. Lamm 


yperation. 


manager. 


Investigation reveals that Claude Mor- 
in, head of the Amvet office at 725 
South LaSalle, Telephone Harrison 1100, 
1 former oil man, who spent about 
ur years in the 216 Anti-Aircraft Ar- 
tillery in Africa, Sicily, Italy, ending up 
1 the Anzio beachhead. He returned 
me for discharge on Sept. 23, 1944. 
was vice president of the Cal-Ute 

il Co. from 1935 to 1941 when he de- 
rted in the second draft call. The 
mpany was then drilling wells in Cali- 
ria and said. Bankers 
k with favor upon the Amvet trainee 


Texas, he 


1945 


program in connection with G-I loan 
guarantees, he contended, and he _ be- 
lieves it readily adaptable to oil. Here’s 
how B/G set it up: 

“A great many service men and women 
have indicated their intention of going 
into the restaurant business for them- 
selves,” says B/G, “many of whom will 
not only invest their own capital but 
will borrow money to do so. Some 
have had prior experience but the large 
majority have not. 


“Contrary to the opinion of many, the 
restaurant business is not an easy one. 
One-half of all restaurants fail in their 
first year and 80% either close or change 
hands in the first five years primarily 
because of lack of experience of the pro- 
prietors.” 


Believing it a real service to vet- 
erans, B/G offers an opportunity for 
them to learn the basic principles of 
restaurant operation under the  super- 
vision and guidance of an experienced 
organization. 

Many oil companies have on-the-job 
training programs, but most of them fall 
short of the plan adopted by B/G, which 
includes training in every phase of res- 
taurant operation from dish-washing to 
management until the trainee has re- 
ceived an orderly progression of job ex- 
perience in every department. Trainees 
are to be paid the regular wage rate 
for each job on which they work as they 
progress through the program, but will 
not be regarded as employes. Only re- 
quirement is that the trainee apply him- 
self to the job on which he is being 
trained and that he abide by the same 
terms and conditions that govern the 
company’s employes in that job. Vet- 
eran trainees will wear a distinguishing 
uniform bearing the insignia “B/G Am- 
vet Trainee” and will extend the same 
courteous and efficient service to cus- 
tomers that is expected of regular em- 
ployes. 


Since only a limited number of appli- 


cants can be accepted at any one time, 
only those who appear to have the best 
qualifications for success as restaurateurs 
will be enrolled. Trainees who at any 
time indicate that it is not to their best 
interest to continue, have the privilege 
of withdrawing. 

In outlining the program, the trainee 
will spend the first week directly under 
the supervision of the city superintendent, 
who will explain general operating pol- 
icies and procedures, and trainee will 
have opportunity to observe actual rou- 
tine of restaurant operation in different 
stores. 

Second week will be devoted to main- 
tenance of equipment, “housekeeping” 
and dishwashing with emphasis upon 
cleanliness (a lesson that many service 
station operators need badly as indicat- 
ed by messy stations and rest rooms). 

Third and fourth weeks are spent on 
the floor as service man, backing up 
waitresses in their effort to serve the 
customer. 

Fifth-tenth weeks, learn the work of 
countermen and waitresses—direct con- 
tact with people on whose appreciation 
of the food and service offered depends 
the success of the business. 

Eleventh-Sixteenth weeks, taught the 
service and preparation of food with 
special attention to appearance, correct 
portions and waste control—a major key 
to successful restaurant operation, 





Seventeenth - Twenty - Fourth weeks, 
work as assistant manager with respon- 
sibility of upholding the quality of food 
and service and of overseeing the entire 
operation; putting to use the training 
received by training other new members; 
routine paper work and _ records. 

Twenty-fifth and Twenty-Sixth weeks, 
spent in the commissary, which in the 
oil industry would be the bulk plant or 
home office, with time spent in the store- 
room receiving deliveries, learning care 
and handling of supplies, instruction in 
purchasing and cost control methods. 
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Texaco Announces Promotions 
Following Dodge Resignation 


NPN News Bureau 

NEW YORK — R. L. Saunders, vicx 
president and secretary of The Texas 
Co., has been promoted to the head of 
the company’s domestic sales organiza- 
tion, and Walter Hochuli made general 
sales manager, W. S. S. Rodgers, chair- 
man of the board of The Texas Co. an- 
nounced on Aug. 20. 

Mr. Saunders succeeds H. W. Dodge 
whose resignation has been announced. 
(See p. 3). Mr, Hochuli, at present serv- 
ing with the PAW as director of the dis- 
tribution and marketing 
chairman of the domestic operating com- 
mittee, will take up his new duties on 
his release from Government service on 
Sept. 1. 


division and 


Resigns as Secretary 

Mr. Saunders, a native of Jersey City, 
N. J., joined The Texas Co. in 1909, and 
has advanced through various positions, 
being elected vice president of The Texas 
Co. in April, 1944, while retaining his 
duties of secretary. In resuming his new 
duties, he will resign as company sec- 
retary. 

Mr. Hochuli, a native of Schenectady, 
N. Y., started as a salesman with the com- 
pany, and held various executive posts 
in the sales division. When loaned to 
the PAW in April, 1943, he was manager 
of the company’s central territory, with 
headquarters in Chicago. 


Continuance of Refunds Urged 
On Aircraft Gasoline Tax 


Special to NPN 

FORT WORTH—The west central 
region of the North American Gasoline 
Tax Conference is expected to urge the 
retention of the present system of gaso- 
line tax refunds on fuel used in aircraft, 
Earl Stull, regional governor, said here 
today. 

Some 50 representatives of state taxing 
agencies and tax men from the oil in- 
dustry were here for the two-day session 
of the regional group which began Aug. 
20 in the Blackstone hotel. The states 
represented are Texas, New Mexico, Okla- 
homa, Arkansas, Mississippi, and Louisi- 
ana. 

Gov. Stull said that in view of the fact 
that planes do not use the highways for 
which most states tax auto fuel, he does 
not anticipate any move to take away the 
present refunds granted fliers. 


U. S. To Sell 360,000 Bbis. 
Of Royalty Crude Aug. 27 


NPN News Bureau 

WASHINGTON — The Department of 
Interior will open bids here Aug. 27 
for sale of about 360,000 bbls. of fed- 
eral royalty crude accruing from cer- 
tain Colorado and Wyoming oil and 
gas leases for one _ year 


Sept. 15. 
Offering will be in two items. One 


beginning 


includes about 180,000 bbls. from Wil- 
son creek, Iles and Rangely fields, Colo- 
rado, except for royalty. production 
from Mancos shale in Rangely field. The 
other consists of about the same amount 
from Lance Creek, East Lance Creek, 
the adjacent Little Buck Creek and 
Cole Creek and Salt Creek fields in 
Wyoming, with exception of oil from 
Lance Creek and Salt Creek fields now 
being disposed of under contract, as 
well as that being produced from Ten- 





Letters to the Editor 


sleep formation in Salt Creek field. 

Availability rate will be about 500 
b/d. 

Purpose of the sale, in accordance 
with the mineral leasing act of Feb. 
25, 1920, and Departmental Order No 
2058, is “to encourage and foster the 
small making 
available to refineries engaged in the 
manufacture of petroleum products used 


business enterprise by 


for military and civilian uses an addi- 
tional supply of crude oil.” 





FROM: H. F. Sheets 
Chairman of the Board 
Socony-Vacuum Oil Co. 
New York 4, N. Y. 

TO: The Editor 

I have just returned from a Euro- 
pean visit which took me_ through 
England, France, Germany, Czecho- 
slovakia, Upper Austria, Italy and 
North Africa. I met many of the men 
with whom you had talked and col- 
laborated during your long visit over- 
seas. I have particularly in mind 
Freeman Burford, Gus Vogel, Col. 
Morgan, etc. They all spoke enthusi- 
astically of your work and the en- 
couragement you gave them. They 
also mentioned the articles that you 
had written regarding the Petroleum 
Section and its activities in Europe. 
I understand that you prepared a 
series of chronicles. If these are not 
exhausted, I would very much ap- 
preciate your sending me a complete 
set. 

From all I could observe, and from 
what I hearcd no one in our industry 
has studied as thoroughly and com- 
mented as intelligently on the role of 
petroleum in this war as you, so I am 
very keen to have the privilege of 
reading what you have written. 


FROM: Lee R. Saunders, President 
Saunders Petroleum Co. 
3527 Broadway 
Kansas City 2, Mo. 

TO: The Editor 

I have been, for some time, read- 
ing with very much interest your 
writings from the European War 
Front, and I know you are glad to be 
home. From the looks of the news 
today, undoubtedly the whole thing 
will be over before you get this let- 
ter. 

As you no doubt know, the OPA 
has sued a great many refiners and 
marketers such as ourselves for what 
they call “over ceiling selling”. The 
latest one, I notice in the press, is 
Wisconsin Oil and Refining Co., sued 
for selling over ceiling after OPA had 
okeyed the ceiling prices. 

We have been in a legal tangle 
with OPA ourselves for considerably 
over a year, which all came about 
by one of their Hawkshaws establish- 
ing an arbitary price on one certain 





piece of business, after a year’s con- 
tract had gone by. The industry to 
which the oil was shipped had a letter 
dated in August, 1943, to the General 
Purchasing Agent, okeying the ceiling 
price they were paying the jobber to 
whom we sold the oil. 

The whole crux of our argument 
with OPA is that we arrived at our 
ceiling price by taking Group 3 ceil- 
ing prices and adding Group 3 freight 
to destination. 


FROM: Guy C. Leach—BMIc 
77th Naval Const. Batt. 
Headquarters Co. 

FPO, San Francisco 

TO: The Editor 

Here go a few words your way 
from the distant Pacific. During the 
past year and a half I have read with 
much interest your “Overseas Edi- 
tion” of NATIONAL PETROLEUM 
NEWS. 

Our unit of Sea Bees is now on 
its 24th month overseas. Briefly, we 
started our adventures at Guadalcanal 
and other points in the Solomons. 
Later we had work and adventures off 
the enemy’s then strong point at 
Kavieng, New Ireland. Our unit had 
a few weeks rest in Australia previ- 
ous to coming to this assignment. 

In the past I have thanked the 
New York office of Tidewater Asso- 
ciated Oil Co. for sending me your 
good publications. Many of my mates 
also enjoy them, especially the fel- 
lows who had petroleum activities in 
civil life. 

I am definitely interested in your 
sending me a copy of the book “The 
Refresher on Wartime Refining Tech- 
nology.” Over 15 years ago I started 
in Los Angeles harbor oil refining, 
prior to entering the service I left 
Tidewater’s Wilmington, Cal., refin- 
ery's purchasing and supply depart- 
ment. Really I would greatly ap- 
preciate your book with its construc- 
tive changes of oil refining since we 
left to clear this road to the orient. 

Definitely we do appreciate you 
fellows hustling back there on the 
“home front”. We are all glad to 
have a part in these endeavors, but 
mainly in maintaining that steady 
supply of petroleum has helped our 
country’s successes. 








NATIONAL PETROLEUM NEWS 





of | 
thi: 


pro 
resi 
sur 
tor 


thi: 
aln 
noi 
its 
ot 
in 
rec 
bul 
dre 
anc 
one 
ma 
( 
of | 
my 
con 
ma 
roai 
eno 
to s 
tial. 
T 
cars 
and 
bef 
alor 
are 
pro 
in a 
thar 
C 
all | 
helt 
hon 
to \ 
plar 
of I 


tion 


AUC 


—ww 


“— ro 





Ou 
he 

to 
ut 
dy 
ur 


NEWS 








Gditorws Fage 


Oil Industry Needs Manpower; It Can Talk Jobs 
In Midst of Calamity Howling on ‘Unemployment’ 


ITH the nation resounding with loud talk and criticai 
cries about “unemployment,” some of it genuine and some 
of it downright phoney, here is another chance of a lifetime for 
this oil industry to show what a truly wonderful industry it is. 
The last previous chance was the war and there the industry 
proved its foresight, superior to every one else, and its great 
resource of ability and knowledge in getting the petroleum 
supplies to where and when they were needed by the armed 
torces. 

Now the opportunity is just as great in the ways of peace, for 
this oil industry was “reconverted” to the demands of peace 
ilmost before President Truman had finished his peace an- 
nouncement. Right that minute the industry literally increased 
its search for more men and women at practically every one 
of the industry’s hundreds of thousands of points of activity, 
in the oil fields, at the refineries and gasoline plants, at the 
recycling plants, in its domestic transportation operations, at 
bulk storage and terminals, on its trucks and at the several hun- 
dred thousand service stations, gasoline, lubrication stations 
and special merchandise outlets. There probably isn’t a single 
one of these points that right now is not in dire need of more 
manpower. 

Certainly, after OPA cancelled gasoline rationing and the cars 
of the nation took to the open roads and went back into the 
myriad of important domestic services that increase in gasoline 
consumption set up an immediate and new demand for more 
manpower within the oil industry. The way the streets and 
roads are now literally packed with cars should be evidence 
enough that the demand for gasoline, and hence for manpower 
to serve that gasoline, is going to continue to be most substan- 
tial. 

Then this great spurt in gasoline consumption has sent more 
cars to stations for servicing. Well worn tires need retreading 
ind repairs and will continue to need more repairs than ever 
before. Batteries need attention and will have to be nursed 
along for many months before new ones can be had. Until we 
are all reequipped with new cars, the burden of demand for 
products and services on the oil industry will be greater than 
in all history, even though there may be fewer cars on the road 
than at our pre-war peak. 

Our car owners in peace are now calling for more help at 
ill of the industry’s operating points, both outside and inside 
help. True, that will have to be good help, reliable, intelligent, 
honest, far better than a lot of the help that was available up 
to V-J day. But much good help is now being released by war 
plants as well as by Army and Navy. It is the very best kind 
of help for these oil company services to the internal combus- 
tion engine and to the car chassis. 

As this increased civilian consumption of petroleum products 
rowds the oil industry, that industry in turn is demanding new 
equipment and replacements and repairs for all of its produc- 
¢, manufacturing and distribution machinery and for many 
tensions. This the industry is prepared to take in right now 
d pay cash for. Fortunately, much of it will be almost imme- 
itely available, or at least as soon as many manufacturers can 
t their civilian orders disentangled from government orders 

they need only to divert equipment they were making for 

government to the oil companies. So there will not be any 

iemployment” with these manufacturers, in fact they even 
soon be seeking more men as skilled machinists and shop 

n are released by others. 

This is a picture that every oil man now sees, that is if he 
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finds time to pause and look. Let every oil man then tell his 
employes, his friends, his neighbors, yes advertise it prom- 
inently in the newspapers, that he is giving “full employment” 
to all his war employes and that he needs more employes and 
right away. Let the oil companies, instead of using a few lines 
in the classified pages to get new help, use large space, even 
half pages and full pages, to tell of their need for more man- 
power and WHY they need more employes and what they are 
going to do better to serve the public with that additional help. 
Let the industry’s “help wanted” advertisements be expanded 
into good, sound merchandising advertisements. Then they will 
be the best kind of industry “public relations” advertising. 

Oil companies need not fear any kick-backs from large and 
strong advertising in a market filled with “unemployment.” The 
companies can explain most precisely just what kind of help 
they want, detail the particular high standards, even warn 
against mediocre help. The companies can plainly say they will 
pay the full going rates they are now paying, that they are not 
going to cut wages but they are going to get the best grade of 
new employes they possibly can in order to render to the auto- 
motive owners the high grade of service they want. 

Returning soldiers, the companies can assure, will be taken 
back as fast as they come but because more service must be ren- 
dered per car and the companies must do more building and 
rehabilitating than ever before, the companies will need far 
more than all of their old oil company employes to do the job. 

This is not a story just to be told by the major oil companies 
in big city newspapers. Quite to the contrary, it is a story to 
be told by every company, big and little, in every newspaper, 
no matter how small, in its marketing and operating territory. 
The more who tell it and in large space, the better the help 
that can be obtained, the sooner it can be had, and the sooner 
the industry can return to high standards of public service. 

Amid the cries of the professional and designing “unemploy- 
ment” calamity howlers, who may quite justly be accused of 
trying to work up sentiment for enactment of more laws to 
place more power in bureaucratic Washington, such a story of 
full employment and more employment told by the oil industry 
all over the country, will agair show the public that Oil is a 
really great industry. 


Oil Company Employes, Stockholders 
Sped the ‘Queens’ on Their Way 


HE ‘Queens’ Moved 1,250,000 Troops says the top line of 

a major oil company advertisement across two pages in a 
national weekly. Below that line is a large picture of the 
“Queen Elizabeth” coming into New York harbor and a 
smaller picture of the “Queen Mary”. 

It is an appealing advertisement because what reader’s 
heart is not aboard that ship, is not down at the pier ending 
a wait of months or years? 

That ship today is sailing home for all America with the 
most precious cargo it has ever carried. One thinks of the 
hopes and fears in all our breasts when “The Queens” sailed 





READERS’ comments and opinions will be much 
appreciated by Warren C. Platt, NPN’s Editor and 
Publisher, Penton Building, Cleveland 13, Ohio. 
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out at the start of the war. Their return today is a dramatic 


high spot of our lives. 


Who sped the “Queens” on their war adventures? 
The advertisement said a certain well known brand of motor 


oil, this information in a line at the bottom of an advertisement 


of great public relations appeal. 


How much more effective and more in keeping with the 
spirit of the advertising copy and of the times had the advertise- 
ment said that the “Queens” carried out their dangerous task 
with the aid of 50,000 employes and with the dollars of 











The dreariest, coldest, cussedest “serv- 
ice station” I was ever in was last Jan- 
uary up in the mountains in Northern 
Italy, close to the front lines of the U. S. 
Fifth Army. I would have written of it 
sooner but at the time that particular 
“service station” was very much “top se- 
cret” and also I was promised a photo- 
graph of it by the couple of colonels 
who built it, but that hasn’t Gome yet. 

That “service station” was literally on 
the knife edge peak of a young mountain. 
It was the farthest north can filling and 
truck loading point of the allied Armies 
in Italy during all last winter and until 
the last advance was made this spring. 
The pipeline from Leghorn on the Med- 
iterranean coast and up through Florence 
actually pushed some half dozen miles 
to the north of this station. It actually 
pierced the front line having been laid 
when the enemy was pushed back down 
the mountains a bit further. When the 
Germans came back up the far end of the 
line was abandoned, but for some reason 
never seemed to have been discovered 
or disturbed by the Germans. 


Shells Kept Coming Over 


It was out of the question to make a 
can filling dump at its far end because 
shells kept coming over at the slightest 
indication of U. S. troops for some miles 
back. So the little mountain top I saw 
was selected for the dump and the en- 
gineers went to work scraping off the 
peak to make a flat enough spot to locate 
the dump. There was a series of flat 
spots made, one on the very top and 
three others down the sides. These were 
connected by a winding road from the 
valley that the engineerts made. Two 
thousand truck loads of gravel, hauled 
five miles, were required to build that 
road and patch up the flat spots. 

On another flat spot higher up on an 
adjacent little peak were a couple of 
bolted tanks. These were filled by the 
pipeline that came all the’ way up from 
Leghorn on the sea. The flat spots were 
supplied by gravity lines from the tanks. 
No pumps were needed. 
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Dreariest, Coldest, Cussedest 


Service Station on Frigid Mountain 


In Italy Operated by Two Californians 
By Warren C. Platt 





100,000 stockholders—people from all over the U.S. and from 


all walks of life, Americans with their sons and brothers in the 


war, many sailing on these very “Queens”? 
Major oil companies could make the public see the human 
beings in this oil business, the human beings who live on the 


next block and who own the little store down the street, they 











This “service station” had two can fill- 
ing levels where 5 gal. jerricans were 
filled and loaded on open body trucks 
for up further front, and two tank truck 
filling levels each of which could fill a 
20 truck convoy. Up to the start of the 
last advance, when this front was fairly 
“quiet” the biggest business day saw 
105,000 gals. “sold” to the Army but the 
station was equipped and manned to do 
150,000 gals. a day. If more capacity 
was required it could easily be had by 
installing more risers for loading trucks 
and by bringing up a few more troops. 

So much for the mechanics of it. 


Winter’s Worst Blizzard 


The real cold part sank in deep be- 
neath the writer's heavy extra wool lined 
trench coat because he arrived one after- 
noon as the last of the winter's worst 
A day 
earlier and we would not have got there 
and a few days later and we would prob- 
ibly have been caught in another bliz- 
zard. The jeep that Capt. Jim Gallagher, 
old Carter Oil man of Tulsa, Okla., South 
America and other foreign parts, was 
driving, slithered about on the icy road 
as we inched up the mountains. The 
thing had chains but we still skidded 
and failed to. make headway at times. 


blizzard was being cleared away. 


We skirted by the great headquarters 
of the Fifth Army, the coldest lot of 
looking tents you ever saw and they were 
cold inside too even though equipped 
with dinky stoves. We finally came up 
under a heavy cloud of mist. A few feet 
ibove your eye level were legs of men 
walking about on a bit of flat ground 
not more than a couple of hundred feet 
by a hundred. Their bodies were lost in 
the fog as a warmer wind had come up 
and hit into the blizzard. We climbed 
into the fog and found ourselves at this 
miserable, muddy but highly efficient 
“service station.” 

There was valley on all sides and in 


the distance more peaks, all with heavy 
snow. 


There wasn’t a movie picture theater 


in sight. No drug stores with bright 


are the ones who make the brands live and vigorous things. 
And it was these human beings who sent the “Queens” on 
their challenging way and now brings them safely home—not 


inanimate brands of oil. 


lights. No girls. No town. Nothing but 
mountain and snow and cold and dead 
These men had been at this 
job all winter. The Army had hoped to 
change them off with fresh troops from 
a nearby town camp but hadn't §suc- 
ceeded thus far. The only recreation the 
troops had was to climb part way down 
the mountain side to their cold tents 
sleep, eat and climb back again. Some 
however were bunked on the peak where 


scenery. 


the view was magnificent but the wind 
most piercing, even of a couple of flimsy 
wood shacks. 

Just imagine fighting a war for months 
up in this stuff and with still more cold 
wet, deadly months to go? 


Didn't Need the View 


Jim Gallagher, who was stationed at 
Florence for the Petroleum Section ot 
AFHq, clumped his combat shoed feet 
on the stone and ailowed he didn’t need 
to drink in any more of that view, that 
he needed something else. The colonc! 
said by all means, come on down to his 
really cozy headquarters. 

So down the mountain. a few miles 
we skidded and into lane to a frozen 
stable yard. Here we entered the colo 
nel’s “cozy” quarters through what 
seemed to be the main door to th 
stable and the back door to what had 
been the kitchen or living quarters o 
the Italian farmer. 
POL men and Engineers, with their 
heavy wool clothes still on, though th 
wood stoves did give out some, heat 
Army cots lined the walls. A kerosin: 
lantern hung in each room. That was 
the colonel’s prize living quarters, pls 


Inside were somé 


those of some of his men and also h’s 
“office.” 


At least it was a whole lot better thon 
the colonel’s “service station,” we told 
him several months later when we ra 
into the two colonels, who built and 
ran it, down in Naples where the su 
had started to do a little Spring shinin 


The builder of this bleakest of servic 
stations was Lt. Col. Gus H. Montgon 
ery from Southern California where th 
“natives” and the Chambers of Con 
merce would not permit sich weath« 
The “operator” and boss was Lt. C 
George L. Darley and of course he had 
to be from Southern California whe 
he had been in highway work most 


his life. 


Maybe both of these are back in Cal 
fornia now. If not they deserve to | 
in the sunniest and happiest spot th 
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—War Notes 





sun kissed state has. Even then and for 
the rest of their lives, they won't be 
even with the world for having spent a 
winter up communing only with wind, 
and snow, and rock peaks and jerricans 
and trucks and a couple of four inch 
gasoline lines, and that literally right in 
the front area of one of the hardest 
fighting armies. 


Col. Freeman W. Burford, of Dallas, 
lexas, who has been Chief of the Pe- 
troleum Section for Com Z headquarters 
in France, since before the invasion, is 
now at Frankfort, Germany. He is Chief 
of the Petroleum Section for General 
Eisenhowers G-4 which takes the place 
of the old SHAEF organization at Paris. 
Frankfort is the headquarters of the 
United States forces of the European 
theatre. 

Col. Burford is charged with working 
out policy problems on petroleum, some 
in the liberated countries of Europe. The 
Army's policy is to get out of the oil 
business and turn the operation of civil- 
ian supply over to civilian organizations 
in those countries. Col. Burford has just 
returned to the European theatre after 
a few weeks’ furlough in the United 
States 


° ° ° 


Capt. Andrew H. Bartlett, of the Mid- 
Continent Petroleum Corporation’s office 
it Chicago, is back in the United States, 
after several years overseas in the pe- 
troleum supply end of the armies in 
France. The last the writer saw of 
Capt. Bartlett was at Rheims, France, 
just after the Germans had departed. 
There he and Lieut. Col. Albert Finston 
were keeping the oil supplies moving up 
to the still advancing armies. 


° ° ° 


In the rush of getting news out of 
Italy this last spring, we assigned a per- 
fectly good oil man to the wrong com- 
pany, but wherever we had him work- 
ing, the company got a real compliment. 
That oil man is Maj. C. D. Peterson of 
Boston. We said he was with Richfield 
Oil, but he is not. After leaving Har- 

ird in 1932, he joined the Pan Amer- 

in Petroleum Co. and then the Amer- 
an Oil Co. in 1933, its subsidiary. From 
then until he entered the Army as a re- 
rve officer in March 1942, he was in 
he sales department most of the time as 
Division Sales Promoter for the com- 
iny’s Portland division, for Maine, New 
lampshire and Vermont. He went over- 
is June 1943 with the Petroleum Sec- 

n, served first in Africa and from Jan- 

iry 1944 and to the present, in Italy, 

here he last was headquartered at 
ne, so by way of apology, we print 
ind hope that “Pete” will be home 


Capt. James W. Gallagher, who, this 
winter and spring, has been repre- 
iting the Petroleum Section of AFHq, 
Leghorn, Florence, and points north, 
the Fifth Army in northern Italy, 
uld be arriving in the United States, 


GUST 22, 1945 


Col. Irish Recalls “Evening In Paris” with Platt 





Back to his civilian duties with the Standard Francais des Petroles in 

Paris is Col. Clair G. Irish, who has been with the Standard Oil tnterests 

since 1903. To show for his contribution in the war effort Col. Irish has the 

prized Bronze Star Medal for meritorious service with military operations 

as Deputy Area Petroleum Officer and Chief of Area Petroleum Service 
from Jan. 8, 1943 to Jan. 13, 1944 


In writing NPN editor W. C, Platt. the colonel recalled an evening in Paris 

when he, Gen. Peckham and Col. Barnes and Mr. Platt discussed the oui 

angle of the war picture, and adds that food conditions have 10t improved 
nearly as much as the group thought would be the case 


if he isn’t here now, with a discharge in 
his pocket. 

Capt. Gallagher has been overseas 
since the forepart of the war. He was 
with the Standard of New Jersey's pro 
duction department in their foreign o1 
ganization, serving in various South 
American countries 


Reconversion With No Layoffs 


NPN News Bureau 
CHICAGO Reconversion of the 


Standard Oil Co. of Indiana and its re- 


fineries is near completion, according to 
Dr. Robert E. 
board, Many of the facilities used in 


Wilson, chairman of the 


making 100-octane aviation gasoline are 
being operated under modified conditions 
to produce better quality motor fuels and 
some units formerly required to make 
toluene and other special products for 


the military have been shut down 


The changeover has not necessitated 
iny lay-offs. However, reduction in over- 


time work is expected. 
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Davies Hits Back at Bankers’ Charge of Unfairness to Texas 


Tells Dallas Clearing House of 
Expressions of Confidence He 
Got from State; Many Texans 
Are in High Positions in PAW 


Following is the text of the letter sent 
by Deputy PAW Davies to Fred F. 
Florence, president of the Dallas Clear- 
ing House Association. Mr. Davies’ letter 
is a reply to charges made by the Dallas 
bankers in telegrams to Texas Senator 
Tom Connally and House Speaker Ray- 
burn. (NPN Aug. 8, p 3.) 

My dear Mr. Florence: 

You will agree, I am certain, that | 
would be uncommonly lacking in grati- 
tude if I did not thank you for eliciting 
the expressions of confidence which have 
come to me over the past week from 
prominent Texas oil men. In so expressing 
my appreciation I refer, of course, to the 
telegrams which went to Senator Connally 
and Speaker Rayburn on July 31 from 
the Dallas Clearing House Association. 

There is, I concede, some slight ques- 
tion in my mind as to whether your sole 
purpose was to evoke these gracious ex- 
pressions, but this somewhat minor con- 
sidetation. can surely be overlooked in 
view of the warmth of the responses. 

When the text of your telegrams was 
called to my attention I was somewhat 
puzzled. One of our faults here is that 
we are inclined to be simple and forth- 
right in our approach. It follows, then, 
that we become confused when we are 
confronted with something which gives 
the impression that there is more in it 
than meets the eye. So it was with your 
wire. “Is it not an odd circumstance,” | 
asked myself, “that a group of men, 
ostensibly concerned primarily with bank- 
ing, should interject themselves into a 
matter which is, to all appearances, purely 
of oil industry concern?” 

But, let us not dwell upon motivation. 
Turning to the text itself, I might mention 
that an official of our Dist. 3 office sent it 
to me with the suggestion that it “should 
certainly be worth a laugh.” It was. 
Particularly the statement that “Texas 
and Texans have little voice in PAW.” 
I can’t state, offhand, just how many 
Texans there are on the staff of PAW. I 
could find out, but it would take a busy 
clerk’s time, and neither you nor I would 
want to interrupt work of importance for 
that purpose. 

However, merely from memory I might 
point out that the Texans in our Wash- 
ington office include Robert E. Hard- 
wicke, general counsel; W. Page Keeton, 
associate general counsel; Charles E. 
Webber, assistant director, Natural Gas 
and Natural Gasoline Division; Bonner 
H. Barnes, assistant director, Refining Di- 
vision; Fred O. Jackson, assistant director, 
Foreign Supply and Distribution Division; 
and a number of section chiefs and key 
specialists such as Elmer H. Finch, Frank 
H. Dotterweich, Marshall Elliott, G. 
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That “bundling party” out at Dallas the other week got a lot of telegraphed ap- 
proval for PAW Deputy Ralph Davies against whom the “bundlers” had been 
plotting in the warmth of the blankets furnished by the Dallas Clearing House. 


Association of bankers. 


It will be recalled that the Dallas bankers had no more than expressed their 
disapproval of Davies to their congressman and asked that a Texan be put in his 
job than the CIO Oil Workers Union boys at Fort Worth, rushed to Dallas and 


made it a “bundling party”. 


A couple of days later the Fort Worth bankers, 


through their Clearing House Association, also hurried to Dallas and crawled into 
bed with the Dallas bankers and their Fort Worth brethren of the C.1.O. 
Observers note that this is about the only time in history that Dallas and Fort 
Worth got together on anything and further that the C.1.O. agreed with the bankers. 
Now Ralph Davies writes the Dallas clearing house president thanking him 
for the fine lot of commendatory telegrams he has received since the start of the 


“bundling party.” 


He also quotes one north Texan as believing that the party 


and its protest was the result of a belief that Deputy Davies would not help pro- 
mote a pipeline from West Texas to California which certain individuals much 
interested in West Texas leases have been trying to put over for the past yeas. 
Presumably the bankers were going to help sell the stock because it has been 
claimed by the promotors that the line was going to be laid without government 
money. Floating some $50 million dollars of stock and whatnot is often considered 
“nice business” by some financial authorities. This is entirely aside of the great 
boon such a line might be to the sales values of wildcat leases. 


However, read Ralph Davies’ reply as it may be the end of that Dallas “bundling 


party.” WCP. 





Frederick Eisele, Carl A. Mapes, Hugh 
Everett Luffman, Eric B. Hzerpe, Earl L. 
Struwe, James W. Carroll, Alonzo J. Wel- 
born, and J, Franklin Griffis. These, of 
course, are in addition to the many Texans 
in our Dist. 3 office. 

There have been others, who joined us 
for as long as it was possible to be away 
from their companies. Among these I may 
cite one former assistant deputy admin- 
istrator, your distinguished fellow-citizen 
of Dallas, E. DeGolyer, and J. R. Parten 
of Houston, who was director of Trans- 
portation. Only recently Ralph J. Schil- 
thuis returned to Texas after serving as 
assistant director of Domestic Production 
since 1941, You may remember Frank 
Watts, director of Materials. Also there 
was Ralph B. McLaughlin, William C. 
Kinsolving, and Bruce C. Clardy, who 
served successively as assistant director of 
Supply and Transportation in charge of 
crude oil and pipelines. Frank I. Brinegar, 
C. A, McCollum and Paul Shepherd were 
other Texans who played an important 
part in PAW’s war program. Then, in 
addition to these Texans on the PAW 
staff, there are many on the Petroleum 
Industry War Council who would be 
more than a little surprised to learn that 
they “have little voice.” 

I would emphasize that we have been 
very glad to have these Texans. I only 
wish we might have induced more of 
them to join us. Their performance has 
been well in keeping with the distin- 
guished wartime contribution of the great 
state whence they came; and may I say 
that we in PAW have been intimately 
aware of that contribution. Texas, as you 
have noted, has produced a large per- 
centage of the oil. that has come from 
domestic sources during the war. It his 
also been responsible for nearly 70 per 
cent of the increase in production that 
has taken place since 1941. It has a 
superb record. We in PAW are glad to 
acknowledge and to hail it. 


At the same time, we have been pleased 
to find that Texans have looked with ap- 
proval on the part we have played here. 
After the publication of the July 31 tele- 
gram of the Dallas Clearing Heuse Asso- 
ciation, I received telegrams from oil 
men from many parts of Texas—both 
majors and independents. I will not use 
their names because I do not care to in- 
volve them. I can, however, quote their 
messages. One of them—the president 
of one of the large Texas companies— 
wired to me: 

“I deplore the unfortunate action of 
Dallas bankers on July 31. This action 
does not reflect the attitude of the oil 
industry of Texas which is deeply 
appreciative of the splendid job you 
have performed as deputy administra- 
tor and the magnificent contribution 
you are making to the country and the 
industry.” 


A long-prominent and widely known 
independent operator telegraphed to me 
trom West Texas: 

“Regret action taken by Dallas bank- 
ers, In my opinion Texas oil men do 

not approve their recommendation. It 
is highly important that you continue 
the excellent work 
PAW.” 

From Southeast Texas came a lengthy 
wire saying in part: 


being done by 


“I was shocked to read a news ac- 
count of the action of the Dallas Clear- 
ing House urging your replacement 
Their action no doubt is prompted by 
certain interests that seek special priv- 
ileges and does not represent the wishes 
of the oil industry in Texas . . . I there- 
fore feel that I am qualified to speak 
as to the efficient handling of PAW 
under your direction. It is an out- 
standing example of service to the war 
effort. The oil industry in Texas is 
very happy under present PAW leader- 
ae. 

There are others that I might quote 
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CHEMICALS, PAINTS, PETROLEUM DERIVATIVES 


AND SOLVENTS— 


aled and Safe 


Effective plans for civilian marketing of post-war products of the chemical, 
paint, petroleum and solvent industries specify reliable drums and drum ap- 
peal. Entirely adequate strength will be built into the drums and they will be 
attractive with color and display of trade marks, instructions and advertising. 





The construction and operation of VisEGRIP Closures 
give them strong advantages for the chemical, paint, 
petroleum and solvent industries—advantages that can 
not be obtained in any other drum closures. 


The Flange—The flange of the VisEGRIP Closure does 
not require a gasket to make it tight with the drum 
metal. [lange gaskets disintegrate in contact with some 
solvents ... they disintegrate under heating and curing 
processes. A gasket that has disintegrated becomes a 
leak-point. The flange in the VisEGRIP Closure is driven 
into the drum metal to effect a mechanical, leak-proof 
joining of the two pieces of steel. 


The Vise —The sealing action of the VISEGRIP Closure 
takes place when the drum metal is clamped in the vise 
formed by the steel plug and the steel flange. 


All-Steel—Drums equipped with VisEGRIpP Closures 
are all-steel. Steel drums... steel flanges... steel plugs. 





The ViseGriP Closure is the all-steel 
‘osure. It seals the drum by locking the 


lrum metal tightly in @ vise.... The drum WiseGrip WiseGrip 
becomes part of the VisEGrIP Closure and 
las a single, superior seal. Cc A Pp het E A L Ss Cc L Oo Ss U R E Ss 


Drums with ViseGrip Closures developed and produced for more than 20 years by 


are sealed and safe... RIEKE METAL PRODUCTS CORPORATION 
= AUBURN, INDIANA NEW YORK, N. Y. 
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VISEGRIP CLOSURES 





Solvents attack pot-metal plugs. They do mo# attack 
VISEGRIP steel plugs. 


The Plug Gasket—ViIsEGRIP Synthetic Gaskets are im- 
portant in a consideration of closures for drums to be used 
by the chemical, paint, petroleum and solvent industries. 
These plug gaskets are a product of Rieke research and 
will meet, fully, practically every requirement in gasket- 
ing drum closures. For highly active solvents which 
present difficult problems, special gaskets have been 
developed. They meet the most unusual situation. 


VISEGRIP CAP SEALS 


VisEGRIP Cap Seals give added protection to valuable 
liquid loads. They seal directly on the drum metal, not 
on the plug. The cap seals can withstand internal pres- 
sures up to 60 pounds per square inch. Drum contents 
cannot /eak past the cap seals with their oil- and chem- 
ical-resisting gaskets. Damaging moisture cannot be 
breathed in. ViseGRIP Cap Seals cannot be removed wit!- 
out destroying them beyond further unauthorized use. 


SPECIFY VISEGRIP 


The features and advantages of VISEGR!P Closures 
are available to you for your drums . . . SPECIFY 
VISEGRIP ... Every drum manufacturer in the United 
States has a stock of VISEGRIP Closures and is 
equipped to build them into your drums with Rieke dies. 
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but I will cite only one other—a letter 
from a Nortn ‘lexas producer who said, 
in part: 

. It is peculiar to me that this 
blast should come without any con- 
sultation with members of the Petro- 
leum Industry War Council . . , I don’t 
know a man in Texas that I think could 
have handled this job any better than 
you are handling it, and I think this 
thing is inspired by somebody who is 
wanting to build a line to the West 
Coast I can say to you frankly 
that the vast majority of the oil me. 
of Texas are proud of the job that has 
been done by the industry and PAW 
working together as a team .. . the 
industry appreciates the sacrifice you 
have made.. .” 

I note that one of your group is quoted 
as saying that “the petroleum industry 
has been kicked around during the wat 
like no other major industry.” As _ to 
that, I will refer you to that universally- 
esteemed Texan, William RK. Boyd, Jr., 
of Teague, president of the American 
Petroleum Institute and chairman of the 
Petroleum Industry War Council. Mr. 
Boyd has expressed his views on many 
occasions, but there comes to my mind 
particularly his observation at the last 
convention of the American Petroleura 
Institute. I am free to quote a brief ex- 
cerpt because it was a public statement: 

“During the past year the unique 

Government - business partnership be- 
tween the Petroleum Administration for 
War and the petroleum industry con- 
tinued to flourish in a manner most 
satisfactory for both partners and in 
the interest of the nation, This rela- 
tionship between Government and 
business is at once the envy and de- 
spair both of other industries, who 
long for partners like Petroleum Ad- 
ministrator Ickes and Deputy Admin- 
istrator Davies and their staff, and of 
other agncies . . .” 

You will understand that such expres- 
sions as these are genuinely heartening 
to one in public service. As I consider 
them, with full appreciation, the thought 
comes to me that I may be able, some- 
how, to muddle along, thus supported 
by the oil industry, even if I must forego 
the approbation of the Dallas Clearing 
House Association. 


RALPH K. DAVIES 


Att'y. Gen'l. Rules Florida 
Cannot Lease Oil Rights 
Special to NPN 

TALLAHASSEE, Fla. — Attorney 
General Watson has ruled that the state 
may not lease its 50% reserved interest 
in oil rights on Murphy Act lands. 

The attorney-general pointed out, how- 
ever, that the state has entered working 
agreements with oil operators providing 
for a state royalty of one-sixteenth of any 
oil produced on such lands. 

The attorney-general’s ruling was 
given to trustees of the internal improve- 
ment fund, which has title ‘to all lands 
that reverted to the state for non-pay- 
ment of taxes under the 1937 Murphy 
act. 
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Goodyear Announces 
African Tire Plant 


Special to NPN 
AKRON, O.—The Goodyear Tire & 
Rubber Co. here has announced the 
establishment of a new rubber manufac- 
turing plant in the Union of South Af- 
rica, at Uitenhage, Cape Colony, having 
an initial daily capacity of about 1000 
tires. 


The announcement, made by P. W. 
Litchfield, company president, was mad 
upon the return of Goodyear’s Vice 
President P. E. H, Leroy, who with 
F. T. Magennis and H. L. Riddle, made 
an extended tour to South Africa to select 
the manufacturing site and complete the 
organization of the subsidiary operating 
company. 





Holland Oil Executive Thanks 
Americans For War Help 


NPN News Bureau 

CLEVELAND — Expressing best 
wishes to the industry, E. Kurper- 
shoek, of the United States Oil Co., 
Rotterdam, Holland, after several 
years absence from NPN’s foreign 
subscription list, due to the European 
war, has arranged for renewal of sub- 
scriptions for the management person- 
nel of that company. 

In his communication, Mr. Kurper- 
shoek thanked not only the industry, 
but all Americans, for their part in 
liberating the people of the Nether- 
lands. Mr. Kurpershoek wrote as fol- 
low S: 

“Five years of oppression, injus- 
tice, mercilessness lie behind us. 
They were very hard years as well 
in spiritual as in material respect. 
Above all during the preceding se- 
vere winter months our country and 
people were harassed by force of 
arms, lack of fuel and hunger, which 
your Air Force relieved to some ex- 
tent by the unparalleled manner of 
air-dropping food to the population. 

“As a part of the Netherlands peo- 
ple we thank you, Americans, that in 
the year 1941 you started the crusade 
for liberty, justice and mercifulness 
and that chiefly by your marvelous 
exertion our people 
these privileges. 


could regain 
“Consequently we remember sol- 
emnly and honor with veneration 
your men and women who have lost 
their lives in the struggle for freedom 
and justice. That their supreme sac- 
rifice may not have been in vain! 
“Although entirely looted and fam- 
ished, weakened and destroyed, thank 
God our beloved country did not go 
down mentally and therefore it could 
participate in the mutual war effort 
of all Allies. The preceding years 
have impressed us once more with the 
fact what great privilege it is to be 
able to rely on trustworthy nations.” 











J. L. Nicholson, who has had charge 
of South African sales for the parent 
company, has been appointed managing 
director of the new company, and C. V. 
Hendon as secretary-treasurer and Paul 
Stevens-King as sales manager, both of 
whom have been in Goodyear’s organiza- 
tion in England, will accompany him 
to the new post. 

Directors, in addition to the above- 
mentioned, will be E. Langlay Jackson 
of Johannesburg; Gerald Edward D’Arcey 
Orpen, Capetown, and A. G. Cameron, 
vice president of Goodyear’s Export 
Company. 


Texas Pacific Coal & Oil Suit 
Settled With Attorney General 


Special to NPN 

AUSTIN, Tex.—Receipt tor payment 
of $55,135 in settlement of a 126th Dis- 
trict Court judgment against the Texas 
Pacific Coal and Oil Company has been 
signed by the Texas Attorney General’s 
Department. 

The judgment was in settlement of a 
suit brought by the state against the de- 
fendant firm for collection of that amount 
in chain store filing and license fees on 
106 service stations operated by the com- 
pany in 1936. 

The settlement was one of the few re- 
maining pieces of litigation against oil 
companies under the old chain store tax. 
A Supreme Court ruling held that chain 
filling stations came under the chain tax 
as it was then written, and Texas oil com- 
panies paid heavily in taxes that had ac- 
cumulated while the law was in effect. 

The law had intended to exempt filling 
stations but the court construed its 
language to mean that any filling station 
that handled any other product for sale 
other than petroleum products was a 
chain establishment. 

The law was subsequently changed by 
the Legislature and exempts any filling 
station where sale of gasoline and oil con- 
stitutes the major part of its business, 


Indiana's Largest Gas Field 
In Process of Rejuvenation 


Special to NPN 

ROCKPORT, IND.—Oil and gas ex- 
ploration in Spencer County has been 
renewed by B. N. Pohl and associates 
in an effort to revive natural gas pro- 
duction with maybe an oil strike as 
something extra. First activity is the 
deepening of an 800-foot gas well on the 
P. H. Axton farm west of Rockport. 

Gas pressure at many large wells is r 
ported slowly running out, though th 
Rockport gas field, largest producer in 
Indiana, continues to produce profitably 
Oil has proven secondary to gas in all 
drilling operations, with now and _ ther 
a small-pay oil well. 

Prospectors still feel a rich oil deposit 
underlies. the gas area and present plan 
include deepening most of the pressur 
weakened gas wells in a double searcl 
for gas and oil. 


NATIONAL PETROLEUM NEWS 








So __:_ 


C= = 


int 


on 


fe- 
oil 


1in 
tax 
m- 


by 
ing 


on 








e 
barrels of motor gasoline for every ton of steel that 
1p goes into building it. That's getting $/bb!l. down to 
a minimum! 
: HOUDRY PROCESS CORPORATION 



















se a steel rule 


A good rule for reckoning the potential earnings of any 
catalytic cracking unit is the number of barrels of 
gasoline it can produce per ton of steel used in con- 
struction. There, too, TCC displays marked advan- 
4 tages to the small refiner. For Houdry offers a new small 


TCC unit (2,000 b/d to 3,000 b/d) which is scaled 
down in cost as well as capacity. Yet it includes 


all the essentials of cat-crackers many times its size. 
This new small TCC unit will yield better than two 


WILMINGTON, DELAWARE 
NEW YORK OFFICE: 115 BROADWAY, NEW YORK 6 


Houdry Catalytic Processes and the TCC Process are available through the 
following authorized firms: 


j E. B. BADGER & SONS CO. THE LUMMUS COMPANY 
i Boston, Massachusetts New York City, New York 
 BECHTEL-McCONE CORP. 
Los Angeles, Calif. 


CATALYTIC 















By Frank P. 





NEW YORK—When they really be- 
gin to spin the tale of the tanker in this 
war—that will be something! 





But meanwhile there are a few cold 
statistics (as distinct from all the “hot 
stories”) that reveal what the tanker 
branch of petroleum transport accom- 
plished between Pearl Harbor and Vic- 
tory day. 

Transportation men are proud of that 
record—and rightly so. In the year 
1955 the industry may still be uttering 
thanks for the many decades of progress 
that have been achieved in a few short 
years. 

Individually and through the medium 
of the tanker committee of the American 
Merchant Marine Institute, Inc., and the 
Pacific-American Tank Ship Association, 
the industry, in addition to placing its 
own ships at government disposal, pro- 
viced the men with the “know how” 
and the shore organizations, at home 
and abroad, to see that these ships as 
well as government wartime built ves- 
sels were available when required. 


Designing High-Speed Ships 


One of the most notable achievements 
was the industry’s assistance in the de- 
sign and construction of the high speed 
national defense type of tanker, many 
of which were in operation before Dec. 
7, 1941; and also before our entry into 
the war, the establishment of the “shuttle 
service” between U. S. Gulf and U. S. 
North of Hatteras ports in which many 
American tankers gave much help dur- 
ing “England’s darkest hour’. 

Again in the prewar days the industry 
made available all of its foreign flag 
tanker tonnage, the diversion of which 
from customary trade routes marked the 
beginning of oil rationing which actually 
was the direct result of the transporta- 
tion shortage caused by this country’s 
desire to aid Britain. 

With the entrance of the United States 
into the war, and the general requisition 
of all tankers over 3000 dwt, the tanker 
industry evidenced what am official state- 
ment said was “a spirit of wholehearted 
devotion to the aims of this Administra- 
tion for which this Administration is pro- 
foundly grateful.” 


Under Supervision of WSA 


Wartime operation of tankers was un- 
der the direct supervision of the War 
Shipping Administration which was 
charged by an executive order with the 


The Men With the ‘Know How’ 





Industry Experience Spelled Success of Tanker Operations 


Shore Organization Put the Ships Where They Were Needed and When; 
Transportation Men Proud of War Record, and They Should Be 


S. Glassey, Chief, NPN’s New 


management and operation of ships. It 
was impossible for the WSA to handle 
the actual physical work, and therefore 
general agents were employed for gov- 
ernment-owned ships. For vessels which 
the WSA controls by requisition, time- 
charter agents were employed. 

Actual use of these ships was pro- 
grammed jointly by WSA, PAW and the 
Army Navy Petroleum Board. These 
agencies decided how ships should be 
used and the agents were instructed ac- 
cordingly by WSA. There are 21 gen- 
eral agents and 32 time charter agents— 
most of the latter being the companies 
which own and operate the tankers. 

As a WSA spokesman in Washington 
said, “We succeeded in enlisting all 
available private experience in tankers in 
this country. Thus we obtained the 
benefit of management experience, with- 
out which we could not have operated 
efficiently during this war.” 

Owners of time-charter ships operate 
under contract and are paid a specific 
service for use of their vessels. Wages 
of the crews were established by WLB 
and other government agencies. 

One of the first management problems 
encountered was when agents were con- 
tacted by long distance telephone. This 
often resulted in unreasonable delays in 
the early days of the war. Now the 
agents themselves get together in asso- 
ciations such as the American Mer- 
chant Marine Institute and the Pacific 
Tank Ship Association. 

One of the most important accom- 
plishments in speeding tanker turnaround 
was an arrangement made by WSA with 


—IN NEXT WEEK'S NPN: —— 


Stories of Tanker Heroism 


The article which begins on this 
page today tells of management's 
great role in wartime tanker opera- 
tions. 

It is an account of achievement, 
of which the oil industry’s transporta- 
tion men are properly proud. But 
there is another phase of the story 
of tanker operations—the tales of 
heroism aboard the ships that car- 
ried oil to the fighting fronts. That 
will be told by Frank P. S. Glassey, 
chief of NPN’s New York news bu- 


reau, in next week’s issue. 
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tanker owners to send about fifty of 
their best technical men cbroad to be 
stationed at strategic ports. These men, 
termed tanker expediters, aided in many 
mechanical troubles whenever they were 
needed. There was no question as to 
whether or not a tanker might belong to 
a company that before the war may 
have been a competitor and would be 
a competitor again after the war. 

Growth of the tanker fleet during the 
war is shown by the fact that of ships 
1600 gross tons and over, the WSA in 
July, 1942, controlled 4,388,000 dwt of 
tankers. In July, 1943, this figure had 
mourted to 5,632,000 dwt; in July of 
the following year it was 9,072,000 dwt 
and in April of 1945 it had reached 
11,785,000 dwt. (See chart on cover) 

Other figures give approximately the 
same picture but with slightly differ- 
ent shadings. Thus, at the outbreak of 
the war in Europe, the United States 
had 430 tankers totaling 5,105,000 dwt 
out of a world total of 1507 tankers 
totaling 16,000,000 dwt. On April 1 
of this year, the United States had 914 
tankers of 13,200,000 dwt (this figure 
includes smallest tankers) as against a 
world total of 1622 tankers with an 
aggregate of 20,490,000 dwt. In other 
words, in the last six years the United 
States has jumped from about one-third 
of the world tanker tonnage to almost 
65% of the world total. 


Larger and Faster 


The average size of American tankers 
on Sept. 1, 1939, was 12,000 dwt and 
the speed 10.6 knots. Today the av- 
erage size is 14,500 dwt and the speed 
is 13.5 knots. 

Industry sources here estimate that 
after Pearl Harbor the United States 
Maritime Commission ordered the con- 
struction of 684 tankers totaling 6,969,- 
000 gross tons, of which 556 vessels 
amounting to 5,582,000 gross tons had 
already been delivered by the middle 
of this year. Included are 62 con- 
verted Liberty tankers. The Commis- 
sion has ordered 35 twin-screw_ ves 
sels of which 26 have been delivered 
and 505 turbo-electrics of which 401 
have been delivered. 

Here is how the present fleet was 
developed, according to a Washingto1 
spokesman for WSA: 

“Up to V-E Day, we simply couldn't 
build enough tankers for all require 
ments, due to extended voyages, abus« 
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Who’s in a Better Position 
to Serve You TOMORROW? 


With much of our nation’s oil 

reserves liquidated by war, ownership 
of crude oil will be vastly 

more important in the future. 

We have anticipated that situation and 
have greatly enlarged our land, 
geological and oil production 
departments. Our crude production 
has doubled since the beginning 

of the war. The result is that we now 
own and control enough production 
to supply our full refinery needs! 

That means: A dependable future supply 
of quality products for our jobbers, 
both old and new. 


Jobbers may sell 
under our Challenge 
brand or under 
their own brand. 


means to YOU 
Adva ntages 
Postwar 


ANDERSON-PRICHARD OIL CORPORATION 


COL-TEX REFINING COMPANY 


PRODUCERS AND REFINERS 


GENERAL OFFICES: APCO TOWER, OKLAHOMA CITY, OKLAHOMA 


BRANCH SALES OFFICES: MINNEAPOLIS ° 
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U.S. Has Nearly 65% of World Tanker Tonnage 


Sept. 1939 





Rest of World 
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13,200,000 











This graph shows that United States, which in 1939 had about one-third of the 
world tanker tonnage, now has almost 65% 


of ships and war damages. We had 
to get the most out of our available 
ships and we went to extraordinary 
means to do it. We had to keep them 
running. 

“With the cooperation of the Coast 
Guard, which has administrative control 
over the international load-line regula- 
tions, we were able to obtain the relaxa- 
tion of some rules. We gained as much 
as 14,000 tons on some T-2s and T-3s 
through this. We got thousands of tons 
of additional cargo on some vessels. 

“For months we deferred repairs and 
drydocking when the seaworthiness of a 
tanker was not affected. This was on 
the theory that ships themselves were 
expendable. As a result, in May, 1945, 
we were able to meet the Navy's re- 
quirements in the Pacific. 

“The Coast Guard also agreed to 
waive annual inspections and this saved 
much time.” 

This same WSA representative pointed 
out that particularly early in the war 
there was some trouble getting repair 
yards to work overtime. 

“In some,” he said, “we worked three 
8-hour shifts and in others two 10-hour 
shifts. We arranged to pay extra costs 
and thus we were able to save a lot 
of time. 


Speeding Up Turnarounds 


“On the Pacific Coast, we cut turn- 
arounds down substantially. The av- 
erage turnaround in West Coast ports 
was at times cut in half and was sub- 
stantially reduced in the average dur- 
ing the first six months of 1945. 
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“The elimination of convoys after 
V-E Day naturally enabled the alloca- 
tion of far more tankers for the Pacific. 

“We allocate the use of the ships to 
the Navy and our merchant crews run 
them. We put speed and pumping 
ability into the ships, and for a while 
it was wasted because of the kind of 
war this is. Ships would get into for- 
ward areas and then wait around to dis- 
charge. 

“The answer was found in mobile 
floating storage and in building up shore 
storage. 

“Since most of the oil is east of Pana- 
ma and refining capacity is also prin- 
cipally east of Panama, that meant a 
longer haul for the Pacific run. So 
we developed in Panama an_ operat- 
ing setup with the aid of the private 
tanker industry. 

“We handled in June 1945 two tankers 
for every one handled a year ago. 


Curbstone Service 


“We give tankers curbstone service 
—repair, drydock, United States Sea- 
man’s service, recruitment and manning, 
warehouse for stores and replacement 
parts. We are getting wonderful co- 
operation from the Army and Navy. We 
have a staff of men all of whom are 
experts in the tanker industry. 

“From California to the Philippines 
it is a 6100-mile trip in normal times. 
From Balboa it is 9400 miles. 

Another measure of the achievement 
of the American tanker fleet is the 
month-by-month picture of cargo moved 
during 1944. That picture is shown in 


the following table. The total cargo 
movement in the year amounts to 16,- 
799,000 tons. 


Moved in vessels of 3000 gross tons 
or over, in tankers under U. S. con- 
trol from U. S. to North Atlantic 
ports in 1944, including Navy, lend- 
lease, and industry cargo. Figures 
are as of first day of each month. 


February ,395,000 
March 993,000 
April ,411,000 
May 484,000 
June ,261,000 
July 396,000 
August 342,000 


916,000 
,499,000 
422,000 
,200,000 
320,000 


September 
October 
November 
December 
January, 1945 


ee ee ee ee 


The above figures help to explain how 
V-E Day was reached as soon as it was. 

Most of the oil for the European 
battlefront went through the port of 
New York in million-gallon shipments. 
Its delivery to the proper place at the 
proper time represented a classic prob- 
lem in logistics. Upon the uninter- 
rupted flow of those millions of gallons 
depended the date of final destruction 
of the German Wehrmacht. 

Early attempts to handle the mass of 
detail in maintaining this flow resulted 
in chaotic failure. The Army-Navy Pe- 
troleum Board, an agency of the Joint 
Chiefs of Staff, turned for a_ solution 
to the Bureau of Supplies and Accounts 
in the Navy’s crack corps of business 
and logistics experts. On Jan. 26, 1943, 
the Petroleum Pool, New York, staffed 
primarily by officers of the Naval Re- 
serve, all of whom were successful oil 
men in civilian life, was established. 

The Pool tackled a truly hemispheric 
task. The office eventually handled 54 
per cent of all the oil dispatching of the 
entire Navy, although it was only one 
of 62 major stations. It operated with 
a personnel of less than 30 men; yet it 
was quite accustomed to dealing in to- 
tals of more than 100,000,000 barrels. 


The Pool’s Functions 


The primary functions of the Pool 
were to receive, store and dispatch pe- 
troleum products for offshore use of our 
Allies, the U. S. Army and lend-lease. 

On Feb. 2, 1943, a week after the 
Pool was established, prominent oil men 
in the New York area were summoned 
They were told that on 
out of every four outgoing tankers was 
missing its convoy because of dispatch 
ing delays. A glaring lack of organiza- 
tion was apparent. Many incoming 
tankers were being sunk, necessitating 
more shipments into the port by tank 
car. Unloading and _ storage facilities 
were hopelessly inadequate. 

Capt. Louis A. Puckett, U.S.N., th 
Navy Supply Corps officer in charge of 
the Pool, advised the negotiation of con- 


to a meeting. 
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Tough prospects can be Sold. 
““HIGHWAYS IN MELODY’ 
Program shows HOW! 


We know it—you know it... there’s no magic 
formula for increasing your business. 





It takes more perspiration than inspiration 
to run a service station. But no smart dealer 
can afford to ignore the sales methods, paid 

9r the hard way by men who have had years 


f experience at the pump. 


HIGHWAYS IN MELODY” FEATURES PAUL LAVALLE, HIS FAMOUS STRING ORCHESTRA 
AND CHORUS, AND THE CITIES SERVICE FAMILY OF GUEST ARTISTS. 
NBC—8:00 P. M., E.W.T....7:00 P.M., C.W.T....6:00 P.M., M. W.T. 


GUST 22, 1945 


Ways to goa mole DUsiniss 


SOLVE 


Cities Service Dealers are profiting by 
these experiences through the brand new net- 
work sales-training course on “‘Highways in 
Melody.” In a two-minute re-enactment of a 
typical station scene, you'll learn how the 
dealer works on a customer, breaks down his 








resistance and convinces him why he needs a 


Cities Service product or service. 


It’s down-to-earth sales- , = 
manship—and Cities Service 
Dealers applying these 
methods report actual sales 
results,manynewcustomers. 
















Many Tankers Traveled to the Fighting Fronts in 


Convoys 








Tankers going to Europe before V-E Day usually traveled in convoys. 
off Newfoundland 


tracts with all big companies possess- 
ing large storage facilities. They were 
asked to install at their terminals more 
facilities for receiving tank car ship- 
ments. They were quick to respond. 
Storage facilities were increased rapidly, 
so that on V-E Day the Pool had a stor- 
age capacity of more than 15,000,000 
barrels—more than three times the ca- 
pacity of the Big Inch, filled end to end. 

Within a few months, the deficiency in 
the receipt of products due to tanker 
sinkings was more than offset by rising 
receipts by tank car. Within one month 
the “misses” by tankers of convoy sail- 
ings were cut from 35 per cent to 
per cent. : 

The loading rate was also increased. 
Capt. Puckett obtained new pumps and 
pipelines from the companies. Slips 
were dredged to get around tidal haz- 
ards and other delays. The loading 
rate was raised from 2000 barrels an 
hour to 6000. Loading was planned in 
correlation with tidal variations. And 
the Pool, keeping an eye on operational 
costs once its operations were integrated, 
achieved annual savings of $300,000. 


Q 
> 


Succeeded in Cutting Costs 


This is a concrete example of how 
management suceeded at war—not only 
in speeding the flow of product, but in 
cutting costs. 

By V-E Day, the Pool was turning 
over its inventory three times a month. 
Teaming up with the Port Director’s of- 
fice, the Pool once effected the turn- 
around of 11 ships within 24 hours. 
The Pool received petroleum products 
from the Caribbean, the Gulf Coast 
area and other sections of the United 
States east of the Rockies. Oil poured 
into the area in tankers, tank cars, barges 
and pipelines. 

There were 16 Pool storage areas in 
the New York area. All were equipped 
to transfer oil from tank ear or pipe- 
line to convoy tanker in the 
possible time. The 16 company ter- 
minals were: Asiatic, Barber, Cities 
Service, Coastal, General American, Gulf, 
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shortest 


Richfield, Royal, Shell, Sinclair, Stand- 
ard (Bayway), Standard (Bayonne), So- 
cony-Vacuum, Tankport, and 
Meadville. 

An idea of the size of the American 
tanker fleet has been given in earlier 
paragraphs of this account. The back- 
bone of the fleet consists of two types 
of vessel—the T-2 and the T-3. Here 
are the physical outlines of those ships: 

The T-2 is 523’ 6” long, has a 68’ 
beam, a 29’ 113%” draft loaded, is 16,- 
65 dwt and has a carrying capacity of 
141,000 barrels. 

The T-3—S-BZ 1 exemplifies the best 
design in the TP-3 class). The T 3— 
S-BZ 1 is 515’, 11” long, with a 70’ beam, 
a loaded draft of 30’, 115%”, is 18,500 
dwt and has a capacity of 159,000 bar- 
rels. 

The T-2 makes 15 knots and the T-3 
makes 16. 

All industry men admit that the fleet 
is ideal for the war that had to be 
waged, but many of them consider it 
out of balance for eventual peacetime 
needs. 


Texas 


“The vessels are too big for many 
world ports, including some of those 
in the United States,” one major com- 
pany tanker expert said. After the war, 
more and smaller tankers must be built 
here, since we don’t have enough shal- 
low-draft ships for our harbors and ter- 
minals.” 

Previous reference has been made to 
the “tanker expediters” who have been 
the mainstay of fleet maintenance since 
the United States entered the war. They 
are stationed in the Panama Canal, the 
United Kingdom, Italy, India, Australia 
—in every major foreign port where an 
American tanker may suffer mechanica\ 
distress. 

A representative of the War Shipping 
Administration in Washington contrasted 
the Atlantic and Pacific phases of tanker 
operations as follows: 

“Operations in the Atlantic were al- 
most wholly based on utilizing existing 
commercial terminals and adapting them 
to war needs. This meant that, except 
for convoys and routing, tankers were 


This Navy photograph shows a convoy assembled 


always under the control of commercial 
agencies. 

“In the Pacific we operated where 
white men never went before in any 
numbers. We had to depend on the 
Navy; we had no shore staff. We were 
always moving forward, with no op- 
portunity to work from a commercial 
center, except in the Philippines.” 

The work of the Army-Navy Petro- 
leum Board was briefly outlined by Com- 
mander John Walstrom, USNR, now sta- 
tioned in Washington. 

“All overseas requirements are sent 
to ANPB as the agent of the joint 
Chiefs of Staff, coordinating supplies and 
ships,” Commander Walstrom said. “Then 
a request is made to WSA for ships, 
which are allocated to the Navy for 
operations. ANPB makes its estimates 
of oil needs to PAW. Those estimates, 
on a long-term basis, have been with- 
in 10 per cent of accuracy. 


Outlines Role of A-NPB 


“In the United States, petroleum pools 
have been established as a joint activity 
under the supervision of ANPB but ad- 
ministered by the Bureau of Supplies and 
Accounts of the Navy Dept. 

“In actual war theaters, personnel is 
under the theater commander, and is 
selected by him. Here in the United 
States it is approved by a board—two 
general officers from the Army and two 
flag ranks from the Navy. The board 
members have a 100-per cent background 
with the industry.” 

Commander Walstrom said that shift- 
ing the war emphasis to the Pacific did 
not cause much difficulty as far as tankers 
are concemed, since ANPB had mapped 
the campaign in advance. 

ANPB had to unwind red tape all the 
time. Impractical theories were elimi- 
nated by reason of the fact that the 
agency was staffed by oil men. 

“Our Atlantic experience,” Comman- 
der Walstrom said, “was chiefly in con- 
voy operations to the fighting forces 
The main job in the Pacific was taking 
oil direct to the fighting forces. To ex- 
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“THEY DON’T EVER COOL OFF” 


THIRTEEN International KR-11’s work for the and power beyond anything the peace years knew. 
Ruan Transportation Company of Des Moines. They are recommended on a basis of ample capa- 
In eight months they travelled more than a mil- _city and power to deliver long, satisfactory serv- 
lion and a half miles. Each averaged 500 miles a _ ice, and rock-bottom ton-mile economy. 

day over rolling country with grades from three They are worthy successors to the Interna- 
percent average to five percent maximum. | tionals of the peace years—so efficient 
that in the ten years before the war 
more heavy-duty Internationals were 
sold than any other make. 


Gas mileage ran from five and one-half to six 
to the gallon. 





The picture above shows one of Ruan’s Inter- 
national KR-11’s with a 5,250 gallon tank semi- 
trailer loading at a pipe line terminal. Others of | INTERNATIONAL HARVESTER COMPANY 
Ruan’s KR-11’s haul trailer trains consisting of 180 North Michigan Avenue Chicago 1, Illinois 
semi-trailer and four-wheel trailer, each with 
tanks of 4,000 gallons capacity. 


INTERNATIONAL 
HARVESTER 





NEW TRUCKS: The government has authorized the manu- 
: ° facture of a limited quantity of light, medium and heavy- 
John Ruan, President, Ruan Transportation duty International trucks for essential civilian hauling. 


Company, Says his KR-11’s “don’t ever cool off SERVICE: Many operators will have to wait for trucks. Main- 


except when they are serviced.” tenance of existing vehicles is just as important today as 
‘é before VE Day. Therefore—be sure your trucks get top 
International KR-11’s are powered by the fam- maintenance and service at International Truck Dealers 


and Branches. 








ous International Red Diamond Engine—strength 


INTERNATIONAL ~Yracks 


AUGUST 22, 1945 
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A Fully-Loaded Tanker Pushes Out to Sea 





Fully-loaded T2 tanker. with avgas in the tanks and fighter planes on the decks, 
is shown in this Maritime Commission photo heading for a convoy rendezvous 


pedite that, we took hundreds of experts 
and shipped them from Europe to the 
Pacific.” 


And Airplanes, Too 


Movement of petroleum products was 
not the only feat accomplished by Amer- 
ican tankers during the European phase 
of the war. A huge number of planes 
and vast quantity of other combat cargo 
was also transported. 

“Our deck cargo transport started 
with bombers for the Persian Gulf,” a 
petroleum representative in WSA_ here 
said. “Several tankers built stools on 
deck, but these proved unsatisfactory, 
because they fitted only one type of 
plane. 

“Then came the ‘Mechano Deck’ 
which was really a superstructure with 
movable beams. This contraption was 
installed on all new tankers and on most 
of the old ones. It was deyeloped in 
the WSA here in New York. It 
adaptable to any type of light cargo 
landing craft, PT boats, and 
such as trucks, jeeps, etc. It 
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was 


vehic le Ss, 


was not 


usable by tanks. 
use was for planes. 


However, its primary 


“In 1944, there were loaded on tank- 
ers 12,186 fighter planes (bombers could 
fly across the Atlantic) with a total ca- 
pacity of 134,000,000 cu. ft. Actually 
the capacity figure includes all cargo 
aside from petroleum products carried 
on tankers but it was primarily planes. 

“These were loaded on 1189 tankers 
with a negligible loss in oil transport 
because the weight of the additional car- 
go was so light. The planes were loaded 
entirely while the tankers were waiting 
for convoys, so there was absolutely no 
Of these planes, 9500 
went to England. 
was extremely small. 


loss of time. 


The loss in damage 


This program actually got under way 


in the fall of 1942. It hit its peak in 
1944 and continued right up to V-E 
Day.” 


Personnel Problems 


Shortly after Pearl Harbor, when the 
tanker program really got into full steam, 
the r¢ 


were many difficulties encountered 


in the matter of personnel. The situa- 
tion was described in the following words 
by a representative of the New York 
Port Director for Petroleum: 

“First we thought the tankers might 
break down due to their rapid turn- 
around. We hadn't really thought a 
great deal of personnel. Yet they be- 
came an important problem. There was 
no recreation and only restricted liberty 
within 24 hours of the time of a ship’s 
sailing. 

“Yet we had far less trouble than we 
had expected. There very few 
misses due to lack of personnel. Some 
of the men who took over the tankers 
had operated passenger and other ships. 


were 


“Recently we have had virtually no 
crew trouble. Considering the number 
of tankers in commission and the total 
personnel, the results over the last three 
years have been excellent.” 

The office of Port Director for Petro- 
leum was established in November, 1942, 
when many convoys to Europe were 
shifted from Norfolk to New York. At 
first, there were many breakdowns re- 
ported but engineer officers from the lo- 
cal agency checked up on the situation, 
conferences were held with industry rep- 
resentatives, and within a month those 
breakdowns were cut sharply. 


The Port Director's office was in 
charge of convoys and routing. Before 
each convoy sailed, there was a_ pre- 


masters, radio of- 
ficers and armed officers. This was ad- 
dressed either by the Commodore or the 
officer-in-charge of convoy and routing, 
who discussed the important matters to 
be observed during the trip. 


sailing conference of 


Each ship was assigned a position and 
a number in the convoy and each was 
given a time for passing through the 
Narrows out of New York. 


From 20 to 150 Ships in a Convoy 


The convoys varied from 20 ships to 
150 and the proportion of tankers de- 
pended upon military requirements. Each 
master had received his routing instruc- 
tions, and also a “straggler’s route” which 
directed either his return to port or his 
destination if the vessel was damaged. 

The convoys used TBS (Talk Between 
Ships) to keep position but they were 
forbidden to break radio silence. The 
convoys ran at various speeds—8% knots 
up to 15 knots, but fast tankers and 
troop ships often went together. Tank- 
ers capable of more than 15 knots some 
times went independently. 

In addition to the tanker crew there 
was an armed guard of 26 to 28 men 
and officers. 

The office of the Port 
Petroleum counted as one of the gains 
of the war the fact that real 
has been made in fueling at sea. 


Director for 
progress 
“We have put fueling-at-sea gear on 
representative — said. 
“We would get material from the Navy 


vard, confer with WSA and then select 
the ships to be used. 


many ships,” the 


Later some ships 
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Investigate the PLUS 
Advantages of this Franchise! 





Prepare for Post-War Profits NOW! 


Line up with an old, established company 
which covers the Central States. Mid-Continent 
produces a complete line of high quality pe- 
troleum products, supported by modern, 
aggressive selling programs. 


The Diamond D-X Franchise provides advan- 
tages for competitive, post-war business and 
includes many products with exclusive fea- 
tures which build loyal customers. Join the 
hundreds of successful Diamond D-X distrib- 
utors...investigate this franchise at once. 





i MID-CONTINENT 
7T9O PETROLEUM 
CORPORATION 


TULSA 
Waterloo, Ia. Terre Haute, Ind. Chicago Omaha 


MOTOR OIL 


|\AMOND D-X PRODUCTS ARE SOLD ON MONEY-BACK GUARANTEE 
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had built-in fueling gear. This refuel- 
ing, however, was only for escorts. 


Refueling on a Big Scale 


“The Navy had in previous years re- 
fueled at sea and had practiced this op- 
eration but it had never been done on 
a big scale before. 

“The British had a 5” flotation gear 
from which they would refuel from the 
stern, while on the 4” gear they would 
refuel from off the beam. This off-beam 
refueling had to be done in compara- 
tively calm water but off the stern it 
could be handled in rougher water. The 
Navy gear is 6” but they are far more 
experienced. 

“Degaussing was done by the Navy. 
This undoubtedly was the answer to the 
magnetic mine, most of which were 
arcund the British coast. After de- 
gaussing was standardized, there were 
probably no casualties from magnetic 
mines.” 

Although there have been many argu- 
ments advanced against the practicality 
of using the war-built tankers in peace- 
time, some experts in the WSA in Wash- 
ington contend that their higher speeds 
and greater capacity have substantially 
decreased the cost of transporting oil. 

“The T-2”, one Maritime Commission 
spokesman said, “was the result of ex- 
haustive research by the Commission and 
the Industry and was found to be the 
most economical type of ship we could 
develop. It isn’t a wartime stopgap like 
the Libertys and the Victorys.” 

Many major oil companies, including 
Jersey Standard, Socony-Vacuum, Gulf 
and Sinclair placed prewar contracts for 
ships essentially resembling the T-2. 


No Time to Change Designs 


Nevertheless, there have been no es- 
sential changes in design in any tankers 
constructed since Pearl Harbor. As one 
prominent industrial marine architect put 
it: “There has been no time to change. 
We have been trying to get out tankers 
—not to improve them”. 

This same architect said that the in- 
dustry has “learned a lot about design- 
ing tankers” but added that security 
regulations still will not permit any de- 
tailed analysis of the findings. 

One of the best known authorities on 
tanker construction, E. L. Stewart, who 
is manager of the construction division 
of the marine department of Standard 
Oil Co. (N.J.), said recently that the de- 
velopment of the tanker to its present 
status as a highly specialized carrier of 
bulk petroleum products was one of 
“necessity”. 

Mr. Stewart said that when consider- 
ing new developments in tanker design 
some of the most important factors to be 
weighed are those related to the gradu- 
al increases which have been made in 
the deadweight carrying capacity and sea 
service speed during the past two dec- 
ades. . 

“The gradual improvement in the de- 
sign of the hull structure,” Mr. Stewart 
said, “hull form and its appendages, pro- 
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pulsive equipment and hull engineering 
items, with resultant relatively large 
decreases in the weight thereof, has made 
it possible to obtain an attendant gradu- 
al increase in deadweight carrying ca- 
pacity and in sea service speed. 

“The increase in speed occasioned very 
close study of hull form and propulsion 
and the resulting ‘fining’ of tanker lines 
has permitted the present-day tanker to 
maintain speed in heavy weather. It is 
obvious that an increase in the sea serv- 
ice speed of a large tanker has a greater 
influence on the average speed of trans- 
portation of petroleum products, than a 
like increase in the speed of a smaller 
tanker in the same service.” 


Discusses Designs 


Mr. Stewart said that the present-day 
tanker construction embodied in the 
Maritime Commission _ tanker-building 
program indicates an average of slight- 
ly over 16,600 dwt and a speed of slight- 
ly over 14% knots. 

Mr. Stewart discussed in 


detail the 





4000 SHP vessel 
6000 SHP vessel 
without Upper Deck 
under-deck Supplementary Girders \ 
6000 SHP vessel 
with Upper Deck 
under-deck Supplementary Girders / 
and modified After Accommodations 
9000 SHP vessel 


16725 


16585 





Maritime Commission’s plans for con- 
struction of tankers of the types desig- 
nated as T2-SE-Al, T2-SE-A2, and 
T3-S-Al. 

“The three designs,” Mr. Stewart said, 
“embody the use of fluted bulkheads in 
cargo oil tanks, and are of the single 
deck poop-bridge-forecastle erections 
type, with twin longitudinal bulkheads 
in the cargo tank body, and bracketed 
longitudinal framing of shell and deck. 

“While the T2-SE-Al tankers are en- 
tirely of welded construction, the other 
two designs employed riveting in the 
seams of the side shell plating and 
upper deck plating—the butts were 
welded. The T2-SE-Al1 tankers have no 
sheer of upper deck but are of increased 
moulded depth, resulting in practically 
the same freeboard draft as that which 
obtains for the other two designs having 
a parabolic sheer of upper deck.” 

Commenting on Mr. Stewart’s obser- 
vation here, a representative of the Mari- 
time Commission pointed out that all 
Maritime Commission tankers are largely 
welded, and that this factor is not in it- 
self a distinction between types. 

“The details of the other features,” Mr. 
Stewart said, “tank bodies disposition 
and volumetric capacity, location of 
cargo oil pump room, semi-bulbous bow, 
cruiser stern, are quite comparable in 
all three designs. The propulsion pow- 
er installations are, however, entirely dif- 
ferent in the three designs—the T2-SE- 
Al type have a 6000 SHP (normal) at 90 
rpm. steam turbine electric installation, 


while the other two designs each have 
a geared turbine installation, one de- 
sign having 4000 SHP (normal) at 85 
rpm, and the other design having 9000 
SHP (normal) at 90 rpm. 

“Under certain conditions of propul- 
sion power operation, as presently au- 
thorized by the War Shipping Admin- 
istration, the motor of T2-SE-Al tankers 
may be operated at about 7600 SHP 
and 97 rpm. The average sea service 
speed and the corresponding ‘all-purpose 
fuel oil consumption’ per 24 hours, for 
each of these comparable designs, should 
be: for the geared steam turbine vessels, 
13 knots—203 barrels and 16.5 knots— 
415 barrels; and for the steam ‘turbine 
electric vessels, 1434 knots—311 barrels 
and 15.3 knots—348 barrels. 


Further Comparison of Designs 


“Further comparison of these three de- 
signs, as to their relative deadweight ca- 
pacity and ratio of deadweight/displace- 
ment, at International summer freeboard 
draft and with vessels devoid of any na- 
tional defensing, is: 


tons and 0.767 ratio 


16765 tons and 0.766 ratio 


16610 tons and 0.759 ratio 


tons and 0.759 ratio 


“In the case of the geared steam tur- 
bine propulsion designs, the increase in 
power from 4000 SHP to 9000 SHP re- 
sulted in an increase in machinery weight 
of about 12%% and an increase in cost 
of about 10% of the construction cost 
of vessel. The increasé in speed of 
about % knot for the T2-SE-A1 tanker is 
the result of relaxation of design rating 
and minor changes in the steam tur- 
bine unit. 

“Quantitative analysis of the effect of 
speed changes in these designs depends 
upon the evaluation of all items to 
meet the operating and cost structure 
peculiar to each operator; it should, how- 
ever, be possible to operate and main- 
tain in operation such vessels at their 
higher speeds and, in doing so, reduce 
the ‘cost per cargo deadweight ton mile’ 
in the order of several percentum.” 

Nobody knows what will happen to 
the huge U. S. tanker fleet. It is any 
body’s guess and any guess is a fair one 


Industry View of the Future 


The composite industry 
be summarized this way: 

The Army and the Navy will retain 
some of the tankers as part of the aux- 
iliary fleet. The Government will hold a 
further fleet in reserve against any emer- 
gency. All other tankers will be turned 
over for sale to private companies or 
individuals. 

Certainly some of the largest tank- 
ers will be taken by the Navy. Cer- 
tainly, also, many others will be pur- 
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: FOR ALL TRADES 


Light loads or heavy pulls, long-distance hauling or local 
r lelivery—Chevrolet trucks will do the job economically 
and dependably, because they are designed, engineered 
and built for truck work exclusively. 
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e Because truck operators recognized the famous features OR MIX FOR BUILDERS 
' of Chevrolet trucks as “built-in values’ they bought more 
Chevrolet trucks than any other make in seven of the last Af Gata 
nine prewar years. These same features are continued in SILKS OR STEEL 
p- the 1945 Chevrolet trucks. Should your needs demand 
. extra payload capacity, your Chevrolet dealer can pro- fe, eG fans 
a vide the right truck by the installation of the necessary PERFUMES OR PUMPKINS 
a- equipment (auxiliary axles, springs, trailers, bodies, etc.). 
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All Chevrolet trucks are equipped with 
the famous valve-in-head six-cylinder 
truck engine—recirculating ball-bearing 
steering—diaphragm-spring clutch—hy- 
poid rear axle—articulated hydraulic 
brakes—sturdy truck frame. 

HEAVY-DUTY TRUCKS, 134!4-inch 
and 160-inch wheelbases—Load-Master 
engine, 93 horsepower, 192 foot-pounds 
of torque—4-speed transmission, power 
take-off opening—hypoid single-speed 


horsepower engine—3-speed Syncro- 
Mesh transmission—hydraulic shock 
absorbers, front and rear—all-steel cab 
—unit-designed body. 


SCHOOL BUS CHASSIS, 160-inch and 
195-inch wheelbases—safety features 
to comply with all state regulations: 
vacuum-power brakes—Tru-Stop, pro- 
peller-shaft hand brakes—propeller- 
shaft guard—special heavy-duty front 


CHEVROLET MOTOR DIVISION 


General Motors Corporation 
DETROIT 2, MICHIGAN 
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full-floating rear axle— 2-speed rear axle ae treo hr gba senay ma ONE ouT H EVR 0 LET 
_ rege rear springs—all-steel cab. acting shock absorbers—20-gallon side- TRUCKS ISA C 
seT- IGHT DELIVERY PICK-UP mounted fuel tank. Other features same 
pur- TRUCK, 115-inch wheelbase—90- as heavy-duty. astiou 
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chased by foreign governments or com- 
panies. A great proportion of the rest 
will probably be held in reserve in U. S. 
rivers and harbors. Some of the pri- 
vate industry executives here in New 
York are not entirely satisfied with the 
tanker as it exists today, although they 
admit that it did its job marvelously dur- 
ing the war. 

“The art of building tankers must 
be maintained”, one official of a major 
company said, “because, if nothing else, 
a lot has been learned about high-pres- 
sure steam in the last few years. The 
day of 450 Ibs. steam pressure may be 
out, and 600 Ibs. may not be the ab- 
solute maximum. 


“Another matter of importance after 
the war is the fact that in the tankers 
as they exist now it would be uneco- 
nomical to rebuild the quarters so that 
the crew could have comparative luxury. 
Just the same, that is what the crew is 
going to demand after the war and the 
standard of living can easily be increased 
in newly-built vessels.” 


What role did the tankers play in 
achieving victory over Japan? Perhaps 
the best answer to this question is con- 
tained in a letter which was written 
by Admiral C. W. Nimitz to Vice Ad- 
miral Emory S. Land, Administrator of 
the War Shipping Administration. The 
letter has been printed before but. its 
republication at this time will emphasize 
the importance of tanker transportation. 

Here is the text of Admiral Nimitz’s 
letter, dated Nov. 3, 1944: 

“During these weeks of continued 
successes by our Navy in the Western 
Pacific it seems timely and proper that 
full acknowledgment be made of the in- 
dispensable role of War Shipping Ad- 
ministration ships in making these suc- 
cesses possible. Never before has any 
comparable fighting force been supplied 
with the materials of offensive warfare 
over such vast ocean distances as those 
now being transported to the Fleet by 
the commercial ships operating under 
your jurisdiction. 


“During our operations we have had 
all types of commercial ships working 
side by side with similar ships of the 
Navy. While the two groups of ships 
were under separate administrative con- 
trol their ultimate objective was a com- 
mon one. 


“I particularly desire to acknowledge 
the services of the commercial tankers 
engaged in transporting fuels to the 
Fleet. Our requirements were numbered 
in millions of barrels to be transported 
thousands of miles to the scene of Fleet 
operations. The volume involved de- 
manded the utmost in operational man- 
agement to assure a rate of delivery in 
keeping with our needs. Our success in 
keeping the Fleet properly fueled was 
dependent upon the deliveries by these 
commercial ships. Not once did they 
fail. : 

“For these performances of the War 
Shipping Administration, ashore and 
afloat, I send a hearty ‘WELL DONE’.” 
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Special to NPN 

JOLIET, Ill. — Rejoicing of city 
workers at the end of gasoline ration- 
ing resulted in construction of a 
hastily built “funeral pyre” in the 
City Hall, here, which is also head- 
quarters for the OPA unit. 

Indulging in a bit of horse play, 
city hall employes sat a typewriter 
draped in black cloth on a filing cab- 
inet crammed with applications for 
gasoline rations, placed burning can- 
dles on each side of the typewriter 
and put a basket of daisies in front 
of the altar. A sign nearby said: 

“Died Aug. 14, 1945. Suddenly.” 

Joliet was the scene of one of 
OPA enforcement’s first attacks upon 
the oil industry in the Midwest in 
an effort to arbitrarily enforce its 
regulations, when it charged Joliet Oil 
Corp. with violations. That case and 
the “OPA wake” have no direct con- 
nection, however. 


a 


Joliet, Ill, city employe points to 

sign put up in city hall after ter- 

mination of gasoline rationing was 
announced 





‘Mourn’ the End of Gasoline Rationing 








N.T.E.A. Warns Against 
Tax-free Competition 


Special to NPN 

CHICAGO—In a V-J Day warning, 
Ben C. McCabe, president of National 
Tax Equality Assn., declared that tax- 
paying business should keep a_ sharp 
eye on tax-free competitors during the 
reconversion period to see that assess- 
ments are equalized. 

“Business should resolve on this V-J- 
Day,” he said, “to demand equality of 
Federal income taxation and the end 
of unfair competition practices that have 
resulted from cooperative tax 
tion.” 


exemp- 


Congress will shortly be writing a 
new tax bill, he continued, and both 
big and little business men should see 
to it that the nation’s revenues are in- 
creased by the imposition of taxes on 
organizations and corporations that are 
now tax exempt. He estimated that a 
billion dollars of added revenue can be 
found by this method and that post- 
war taxes of taxpaying business can be 
reduced by that amount. 


“It is a number one job of peacetime 
to make sure that this is done,” he said. 


“The conclusion of both wars finds the 
Federal income tax-free cooperatives in 
a far stronger position than they were 
four years ago,” he pointed out. “While 
other business has been paying the 
greater part of its earnings to support 
the government and pay for the war the 
cooperatives have been accumulating 
their tax-free earnings and greatly in- 


creasing capital and reserves. They ar 
now in a position to invade almost any 
field of business and to buy out even 
large sized tax-paying companies, and 
they very clearly intend to extend 
their operations from small towns to the 
big cities. 


“During the war years,” he said, “mil 
lions of dollars of Treasury revenue has 
been vaporized as completely as though 
it had been struck by an atomic bomb 
Companies that have long been Federal 
income taxpayers have been absorbed by 
cooperatives with no tax liability, and 
tax collections that should have gone t 
Uncle Sam have gone instead into th« 
expansion of coeperative enterprise. Co 
op plans for the future are on an even 
more gigantic scale.” 


Canada Follows U.S. With End 
of 'Gas' Rations, Tires Hold 


Special to NPN 
OTTAWA—Gasoline rationing, which 
has been in effect in Canada since April 
1, 1942, ended on August 15th, immedi 
ately after the United States took sim 
ilar action. Restrictions on the use o 
fuel oil were abolished at the same tim« 
and all transit control restrictions on th: 
operation of taxis, buses and drive-you! 
self cars were removed. Rationing 0 
tires, however, still remains. Major oil 
companies are advertising pre-war high 
quality gasoline will be made availabl: 
as soon as possible, and a little later 
gasoline surpassing pre-war standards, 
result of wartime research, will be put 
on the market. 
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O'Mahoney to Lay Cornerstone 
For New Oil Shale Laboratory 


_NPN News Bureau 
WASHINGTON — Cornerstone of the 


$534,000 oil shale research and develop- 
ment laboratory now being constructed 
it Laramie, Wyo., will be laid on Aug. 25 
by Sen. Joseph C. O'Mahoney (D., Wyo.), 
who sponsored legislation for the five- 
year, $30,000,000 synthetic liquid fuels 
program of which the laboratory is part. 


The Bureau of Mines, which is re- 
sponsible for the program, has announced 
that the laboratory on the University of 
Wyoming campus will develop chemical, 
physical, thermodynamic and other proc- 
essing information for a $1,500,000 oil- 
shale demonstration plant being estab- 
lished at U. S. Naval Oil Shale reserves 
near Rifle, Colo. 


The Bureau also said it had awarded 
1 contract for installation of roads be- 
tween buildings and construction of un- 
derground sewer, water, gas and elec- 
trical lines at another laboratory, estab- 
lished at Bruceton, Pa., to work out coal 
processes for synthetic fuels production. 
[he contract was awarded on a bid 
f $107,500 to B. L. Winner Co., Inc., 
of Pittsburgh, Pa. 


Recycling Plant To Be Run By 
Shell Oil And Lone Star 


Special to NPN 

AUSTIN, Tex.—The Texas Railroad 
Commission has granted permission to 
the Shell Oil Co. and Lone Star Produc- 
ng Co. to operate jointly a_ recycling 
plant in the Chapel Hill field of Smith 
County. 

The Commission cancelled a_ special 
rder permitting Shell individually to 
perate the plant. 

Other orders permitted 
the Chicago Corp. to complete dually 

G. P. Wardner Nos. 45, 50 and 51 


Commission 


lls in the Stratton field, Kleberg 
ounty. 
\ 660-330 foot spacing rule was 


dopted for the Snyder Field in How- 
rd County. 
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Special to NPN 

AUSTIN, Tex.—A clarifying opinion 
has been written for the guidance of the 
Texas Railroad Commission by the At- 
torney General’s office on the new bu- 
tane gas act passed by the last session 
of the Legislature. 

The opinion outlined proper proced- 
ure for licensing of operators coming 
under the act and the holding of hear- 
ings by the Commission. The opinion 
held the applicant must file a $2000 
bond before his license to engage in 
business is issued and he must agree 
to furnish an indemnity bond. The length 
of time to file the indemnity bond can 
be set out in the license, it was ruled. 

Butane operators, dissatisfied with 
what they term high rates, are consider- 
ing plans to set up a company to issue 
the indemnity bonds. 


Butane dealers recently had a session 
with the Texas Insurance Commission in 
a hearing to get advice on insurance 
liability rates, but so far little has come 
of the session. 


Disagree on Rates 


The dealers claimed that the rates on 
their trucks were too high and the in- 
surance men that the rates were too low. 
The dealers claimed, and the insurance 
men admitted, that the dealers are hav- 
ing trouble getting insurance. 

William J. Lawson, secretary of the 
Texas Butane Dealers’ Assn., said two 
factors had operated against the dealers 
in their efforts to get insurance: inade- 
quacy of safety requirements in the in- 
dustry (before the new regulatory bill) 
and excessive rates. 

Both groups agree that butane losses 
are rarely moderate. There is either no 
loss at all, or, in the case of an explo- 
sion, plenty. Following the hearing Mr. 
Lawson said his investigation showed 
that there have been only three major 
accidents in Texas in recent years, and 
that these accounted for most of the 
insurance losses. Other from these, he 
said, losses had averaged around $25,000 
per year compared with about $250,000 
paid in in insurance premiums. The 
most catastrophic accident resulted in 
a $42,000 loss of which only $30,000 
was covered by insurance. The Butane 
men believe that the sensational nature 
of their major explosions, when they 
occur, tends to make insurance men ex- 
aggerate the underwriting risks involved. 
Insurance men counter that any butane 
insurance underwriter risks “being struck 
by lightning.” 


Of the suggestions made, Casualty 
Commissioner Joe P. Gibbs liked best 
one under which a number of compa- 
nies would set up an “assigned risk pool”. 
These companies would share any loss 
a participating member might suffer, 
thereby distributing the risk in such 


Texas Butane Operators Considering Organizing 
Insurance Company To Serve Its Members 





manner that none would have to absorb 
a disastrous loss. 

In the meantime the industry is study- 
ing the possibility of organizing its own 
insurance company to serve its members. 


No "Octane Race" Seen 
By Leading Refiners 


NPN News Bureau 

CLEVELAND—A check of a cross 
section of the country’s refineries does 
not indicate any “octane race”. 

There is a mad scramble to get gaso- 
line quality back to prewar levels, but 
refiners see no “octane war” on _ the 
horizon. They point out that refiners 
generally before Pearl Harbor had “tail- 
ored” their gasoline to meet the require- 
ments of the motors in use at that time. 

One engineer said that to raise octane 
ratings above prewar quality would sim- 
ply be “throwing pearls to the swine” 
as motorists would receive no benefit 
from a “higher test”, a more expensive 
product to manufacture, as long as they 
had their old cars. 

In Cleveland on Monday motorists 
were able to buy regular with an oc- 
tane rating of around 75, and premium 
around 79. This was the prewar level in 
this section, and in about ten days when 
all lines have been cleared of the old 
product, this will be true throughout 
Ohio. 

Approximately this same level will 
prevail in the Indiana Standard terri- 
tory, with slight sectional variations, as 
was true before the war. 

No “battle of the octane” talk was 
heard from any source, but talk of a 
“battle royal” for business was heard 
from all sides. One sales executive 
points out that the octane rating is far 
from being the whole story on gasoline, 
and that the public will be educated to 
look for “roadability’—performance— 
more than an octane number. 

In California with ample supplies of 
gasoline now available, one source re- 
ports that regular competition is expected 
to be 76-octane, and that quantities of 
72-octane will probably remain in stor- 
age tanks. One major company indi- 
cated that the premium would jump 
immediately to 82-octane, with a pos- 
sibility of a future increase to a rating 
of 85. But there was no report of an 
“octane race’. 


Ethyl Corp. To Increase 
Specifications Nov. 15 


NPN News Bureau 
NEW YORK—Ethyl Corp. will in- 
crease specifications for Ethyl gasoline 
to a minimum of 78-octane ASTM at 
point of sale, effective Nov. 15, it was 
announced last week by Earle W. Webb, 
president of the company. 
Mr. Webb, in a telegram to all re- 
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Refining News 


Mexican Leaders To Visit Universal Oil Products Co. Laboratories Near Chicago 


Leaders in the industrial, financial, and educational life of Mexico will, among other points of interest, visit the hydrocarbon 
research and development laboratories of Universal Oil Products Co. at Riverside, a Chicago suburb. about the early part 
of October. A number of other Chicagoland research establishments and industrial plants in various lines are to be included 
in the itinerary of the visitors. They are to be delegates to a Mexican-American Conference on Industrial Research, sponsored 
by the Illinois Institute of Technology for the purpose of promoting cultural and industrial relations between the two coun- 
tries. The U. O. P. institution, which covers 27 acres, includes chemical and physical laboratories and pilot plants as well 
as automotive engine laboratories for the testing and evaluation of automobile and aviation gasolines and diesel fuels 


fining licensees in the United States, 
pointed out that although Nov. 15 is the 
earliest possible contract date for the 
increase to be made, the various licen- 
sees may wish to raise the quality of 
premium gasoline “as soon as may be 
practicable.” 

The text of Mr. Webb’s telegram, 
dated Aug. 17, follows: 

“In view of the lifting by PAW on 
August 15, 1945 of previous restrictions 
on quality of civilian gasoline we are 
amending, effective Nov. 15, the speci- 
fications in your Ethyl trademark au- 
thorization, and clause two sub-division 
B of the license and sales agreement 
between our respective companies so 
that the minimum octane number of 
treated gasoline sold under the trade- 
mark authorization or red colored gaso- 
line sold under the license and _ sales 
agreement shall be 78 (ASTM) at point 
of sale. Also volatility is to conform in 
both cases to type B gasoline as set 
forth in ASTM D-439-40-T. Under ex- 
isting circumstances we feel that your 
company may wish to put this amend- 
ment into effect as soon as may be prac- 
ticable. Formal contract changes will 
be forwarded by mail within a few days.” 
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Associated Refineries 
Told To Reduce Runs 


NPN News Bureau 

TULSA — Associated Refineries, Inc., 
plant at Duncan, Okla., is in receipt of 
orders from Washington to reduce proc- 
essing operations within 30 days to such 
an extent as to permit acceptance of 
other government orders, according to 
a company official at the main office 
here. 

The order is interpreted by spokesman 
as a presumptive contract termination 
and order to put the plant on standby 
status, although what the next step in 
store for the DPC-owned plant will be 
is not known. 

Still in the “discussion stage,” spokes- 
man said, are plans to purchase the plant, 
if put on the war-surplus list, by its 
eight joint operators: Anderson-Prich- 
ard Refining Corp., Oklahoma City (plant 
at Cyril, Okla.); Ben Franklin Refining 
Co. and Bell Oil & Gas Co., Tulsa (plants 
at Ardmore and Grandfield, Okla., re- 
spectively); Cosco Oil Co., Wynnewood, 
Okla.; LaSalle Petroleum Corp., Burk- 
burnett, Texas; Panhandle Refining Co., 


Wichita Falls, Tex., and W. T. Waggoner 
Estate Refining Division, Vernon, Tex- 
as (plant at Electra), 


One speculative rumor of several go- 
ing the rounds has it that Rock Island, 
with refinery only a short distance from 
the Associated plant, might turn its fa- 
cilities largely into topping operations 
to supply gas oil for catalytic cracking, 
and for finishing-off crude residues re- 
maining into salable products. Stum- 
bling block to this now is lack of crude. 
This might be supplied from Texas by a 
projected pipeline, in addition to that 
available to the Rock Island plant. Some 
of the other refiners now in the operating 
company may also batch selected frac- 
tions of their own gas oil output through 
the same pipeline, thus eliminating pres- 
ent system of trucking charge stock. 


Military Requirements Cancelled 


NPN News Bureau 

CHICAGO — All Midwest refiners 
have been notified by wire issued Aug. 
17, by Dist. 2 PAW advising that all 
military requirements of 702 diesel fuel 
and Pool 21 gas oil have been canceled. 
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There'll Be Oil to Sell, Texas Commissioner 


Says in Urging .Industry to Avoid Unwise Policy 


That the United States should not be panicked into unwise oil polices through any 
fear of an early exhaustion of petroleum supplies in the U. S. is the opinion ex- 
pressed by Col. E. O. Thompson, veteran member of the Texas Railroad Com- 


mission and oil expert in the following paper. 


Col. Thompson has just returned 


from a long European study of the oil situation for the Army. His comments are 
most appropriate following the exploitation of the atomic bomb and the speculation 
as to its possible replacing of hydrocarbon energy. 


By Col. E. O. Thompson 


There need be no alarm about the 
world running short of petroleum in the 
next 50 or 60 years. The announcement 
about the atomic bomb means a revolu- 
tion in harnessing of energy and may 
mean that a new 
source of power will 
be available for the 
automotive world. It 
has been said that if 
the atom could be 
broken up there is 
enough energy in a 
glass of water to 
drive the “Queen 
Mary” across the At- 
lantic. 

It is not too much 
to vision that 
day a motorist may 
obtain a_ bit of 
atomic energy the size of a vitamin tablet 
that would power his Ford for a year’s 
driving. 

Oil is being found in huge quantities 
in many parts of the earth. 

A recent article in the Saturday Eve- 
ning Post, under date of July 28, 1945, 
by Ruth Sheldon, covers the situation in 
a most thorough fashion; and I commend 
it to your reading if you have not al- 
ready read it. 
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Col. Thompson 


Please note that I said there need be 
no alarm about a world shortage of oil. 
There is lots of oil already discovered in 
various parts of the world, but we here 
in the United States have been drawing 
out more heavily on our oil supply per- 
centagewise than has the rest of the world. 

It is estimated that the Eastern Hemis- 
phere has probably 65% of the world’s 
petroleum, of which they have produced 
23°% of the world production. The West- 
ern Hemisphere had probably 35% of the 
world’s oil, but has produced to date 
77% of the world production. 

Thus it can be quickly seen that with 
about one-half as much oil in the dis- 
covered reserves here in the Western 
Hemisphere we have produced three times 
as much of the world’s oil to date. 


Mathematically Impossible 


Can we keep up such a _ percentage 
rate of withdrawal and still maintain our 
world position in oil? Mathematically, of 
course, it is impossible. 

Our present oil reserves in the United 
States are 21 billions of barrels in the 
ground. We are today producing this oil 
at the rate of about 5 million barrels per 
day or 1 billion, 800 million barrels a 
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year. So if we did not discover any 
more oil fields nor extend the present 
ones and if we kept on using up our oil 
at the present rate, we would have used 
up our 21 billion barrel reserve in about 
11 years time. That is mathematically 
speaking. 

However, we do not expect to see our 
vil demands to continue at the present 
all-time peak high level. Surely, when 
the war with Japan is over and the troops 
are brought home, there will be a drop 
in the oil demand of about 1 million 
barrels daily. Then our demand will be 
at 4 million barrels of oil daily or 1 billion, 
460 million barrels per year, and our own 
21 billion barrels reserve in presently 
known fields in America would last say 
14 years. 

But everyone expects a period of post- 
war prosperity the like of which the world 
has never seen after reconversion is com- 
plete and new cars are plentiful. 

Judge Fred Vinson said our trouble 
in America was going to be postwar— 
how to learn to live on about a 50 per 
cent higher standard of living than we 
were accustomed to prewar. 


More Cars, Planes, Trucks 


That would mean more cars and more 
planes and more trucks and more tractors 
and more jeeps and jalopies everywhere 
and consequently more demand for gaso- 
line and oil. So the demand for crude to 
supply America—the United States— 
would probably jump back up to 4,500,- 
000 barrels daily, say five years after V-] 
day. 

Which again would run us out of oil 
in about 13 years if we don’t find some 
more oil fields. But let us look back to the 
close of World War I, We had only 5 
billion barrels of known oil reserves at 
that time. Of course, at that time, the 
rate of consumption per day was less, but 
the prophets of despair then said we 
would run out of oil in 14 years. We did 
not do so. 

In fact, since 1919 we have produced 
end consumed 16 billion barrels of oil 
and yet we find our reserves to be 21 
billion barrels. We consumed three times 
as much as the experts said we had in oil 
reserves; yet here we are with 21 billion 
barrels still in sight—four times as much 
1919. 

The answer is, of course, that we have 
kept on finding more and more oil. We 
have drilled deeper and deeper. Wells 
16,000 feet—-three miles down 


as were our reserves in 


now go 
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into the earth in search of oil, and they 
find it in ever-increasing quantities. Of 
course, the search is more costly as the 
wells are forced deeper and deeper. 

In 1919 the average cost of a wildcat 
well was about $25,000. Now it is nothing 
at all unusual for a wildcat exploratory oil! 
well to cost $250,000. During the week 
ending July 28, this year, in Texas there 
were completed three new wildcat oil 
wells that were oil producers. Eighteen 
were completed dry holes. That is about 
the average. So far, this year in Texas 
we have brought in 85 wildcats as pro- 
ducers of oil, 36 as producers of gas, and 
590 as dry holes. The total oil wells com- 
pleted in Texas so far this year is 4,31] 
and the total for the nation so far this year 
is 14,873, 

So the search for oil keeps on. We ar 
still finding it, and we are nowhere near 
playing out. 

It is pretty well conceded that once 
price controls are removed, crude oil will 
increase in price at least 35 to 50 cents 
a barrel; and if sufficient new oil fields 
ire not discovered, the price will go still 
higher. After World War I, oil went up 
to $3.50 a barrel; and the price stimulated 
discovery efforts and many new oil fields 
were found till the discovery of the East 
Texas oil field brought in so much oil that 
the world price broke, and oil sold for 10 
cents a_ barrel. At Beaumont when 
Spindletop came in—oil sold for 5 cents 
a barrel, 


You Need Not Worry 


All this is to bring to you the idea that 
you need not worry about not having 
plenty of gasoline for your new car after 
the war is over. I think there is plenty 
of oil yet to be found in the 24 oil pro- 
ducing states of the United States. Given 
a sufficient price incentive, the oil man 
will find the oil. 

Then besides this oil we have 66 trillion 
cubic feet of natural gas in Texas in re- 
serve. Ten thousand cubic feet of gas 
equal one barrel of oil. You can mak 
gasoline out of natural gas. So you ca 
see in this natural gas we have another 
great gasoline supply. 

Then we have in America enougl 
shales to supply us with gasoline for 
many years to come. 

So you don’t have to worry about gaso 
line for at least the next 50 years fron 
home sources of oil, gas, and shales. 

Then if we are ever short on oil ther 
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e * DPPORTUNIT 


AND A BUSINESS OF YOUR OWN 
As An INDEPENDENT PETROLEUM DISTRIBUTOR or JOBBER 


Nothing gives a man greater satis- Gasoline for the motorist and the 
faction than to own and operate his _ aircraft pilot, tractor fuel and kero- 
own successful business. As an _ sene for the farmer, heating oil for 
independent petroleum jobber a homes, lubricants and specialty 
man can develop a profitable and items — your business. 

lasting business within a community 

and establish an equity which not As the Complete “independent” 
only places him high in the eyes of _— supplier in the Southeast, we will 
the community but provides for a _— help you and advise you in getting 
secure future. started. 





Most of our employees who are in the service will 
be coming back with us. But in our expansion 
program additional employees will be needed. 
We will give preference to discharged veterans. 
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GAR WOOD 


Aircraft Refuelers 


At airports where safety comes first— where the utmost 
speed in the refueling of planes is demanded—where 
day in, day out, dependability of refueling equipment 
is an essential—that is where you will find Gar Wood 
Aircraft Refuelers. 


Backed by nearly three decades of leadership in build- 
ing truck and trailer equipment, Gar Wood Aircraft 
Refuelers are leaders in features that make for high 
speed operation and complete reliability. They incor- 
porate every modern protective device to insure safe 
refueling and to comply with government regulations. 


Engineering facilities are immediately available to 
design special units for every requirement. Consult 
the Gar Wood Branch or Distributor in your territory 
for full information. 


BUY AND HOLD WAR BONDS 


GAR WOOD INDUSTRIES, INC. 
TANK DIVISION, DETROIT 11, MICHIGAN 


WORLD’S LARGEST MANUFACTURERS OF TRUCK AND TRAILER EQUIPMENT 
HOISTS AND BODIES « WINCHES AND CRANES 


ROAD MACHINERY ¢ HEATING EQUIPMENT e MOTOR BOATS 
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has been uncovered already about 26 
billion barrels in tne near Kast around 
the Persian Gulf and a large part of it is 
owned by American oil companies, And 
this o.l could be brought to America it 
we were to run out, which I seriously 
doubt will ever happen before we find 
a new source of energy to transport us 
about. 
Imports Only as Needed 


Now whenever you suggest that in 
case we should run short of crude in this 
country our needs could be supplemented 
by imports from abroad, you immediately 
hear the cry that imports would ruin our 
oil producing industry. 

This paper is on the subject of world 
oil reserves. I am here simply stating how 
much oil we know about that has been 
uncovered in ihe various parts of the 
world. 

Since this war was largely an oil war 
tought because of the need for oil, won 
by us because we had the machines and 
vil and gasoline to run them and lost by 
Germany because she ran out of oil and 
motor fuel, it becomes increasingly neces- 
sary from a national defense and interna- 
tional security viewpoint that the oil of 
the world be strongly held and guaranteed 
against use by an aggressor. 

If oil is made easily and readily avail- 
able as needed for peaceful pursuit by 
all the nations of the earth, at fair prices, 
the one cause of war is assuredly re- 
moved, Oil can become a means of se- 
curing the peace of the world just as oil 
has been the deciding factor in winning 
this war. 

There is no point in having plenty of 
planes, tanks, trucks and ships without 
vil to fuel them. We had the oil. 


More Than Her Share 


Unquestionably America furnished 
more than her share of the oil. But the 
fact is it took every available refiner’s 
full output for war and essential civilian 
needs. I mean every refinery in the world 
available to the Allies. 

Also we had to build from the blue- 
prints upward a new bullion dollars worth 
of high octane refineries here in America 
in order to meet the demand for aviation 
gasoline for our planes. Happily the job 
has been successfully done. We are filling 
every requirement on time. 

Now about imports, We should not 
import oil unless our domestic supply is 
short. So long as we can produce all the 
oil we can consume at a fair price to the 
consumer and producer alike there should 
be no unnecessary importation of oil. Cer- 
tainly we should not produce our oil wells 
faster than good operating practice would 
dictate. They should operate no higher 
than the most efficient rate of production. 


True Conservation 


That means the rate of flow which 
in the long life, the entire life of the field 
will bring to the earth’s surface the great- 
est possible total amount of oil for the 
use of mankind. That means true con- 
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servation in production as contrasted to 
hoarding by needless shutting in of oil 
wells. 

So, to sum up on import of oil, the ex- 
tent to which foreign oil—that is oil pro- 
duced out of the U. S.—in time of peace 
should be determined in part by the effect 
such importation of oil into the U. S. 
would have upon our domestic oil pro- 
ducing industry. We must at all times be 
sure we maintain a healthy prosperous 
oil producing industry here at home. 
That is our best security. 

We should avoid importation of oil 
which would unduly depress the domestic 
market price and thereby deplete the re- 
sources of domestic companies and indi- 
viduals here at home and thus adversely 
affect the incentive of the domestic oil in- 
dustry in exploration and technological 
development. 

But suppose now that all our oil fields 
are producing every barrel that their good 
operators feel that they should produce 
without harming the wells, and still the 
demand for oil is greater than our do- 
mestic wells can supply. Then it is well 
that we have American companies who 
have had the foresight to go out and pros- 
pect abroad and locate billions of barrels 
of oil ready for our call when needed to 
fill our market at home or abroad. 

Certainly those companies can eco- 
nomically compete for those markets near 
the source of those foreign o/l supplies. 
They have erected huge refineries at the 
oil fields. 

It is the plan that an_ international 
treaty or oil compact shall be worked out 
open to all oil producing countries to the 
end that amicable working agreement 
may be had so that no future war can 
ever come about over oil. 

There has already been worked out a 
world-wide monetary scheme and a 
world-wide agreement on food both ap 
proved by our Congress. The same plan 
under the United Nations world security 
scheme would mean world agreement 
should be had on oil so that one more 
cause of war may be written off. 


Humble Using Core Drilling 
Outfit In Fla. Everglades 
Special to NPN 

BELLE GLADE, Fla.—Officials of 
the Humble Oil Co. report that they 
have placed a core drilling outfit to 
work on lands of the Keesee Chamblee 
Co. at Six Mile Bend east of this city 
to make testings for oil, the first ex- 
ploration of this type in this portion of 
the Glades and Palm Beach County. 

“The test well may be sunk several 
thousands of feet before it can be de- 
termined by tests whether there is an 
oil bearing rock strata or oil pool there,” 
it was stated. 

It is understood the Ohio Oil Co. has 
some 100,000 acres of U. S. Sugar Co. 
lands under lease in this area. Humble 
Oil Co. has approximately 125,000 acres 
also under lease, including the 75,000 
acres of the Brown farm now owned by 
the Hillsboro Plantation Corp. 
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Fishing Problem Slows Down 
New ‘World's Deepest’ Well 


Special to NPN 

BARTLESVILLE, Okla. — Schoeps 
No. 3 well in Brazos County, Tex., the 
newest “world’s deepest” is still in the 
testing operations stage, Phillips Petro- 
leum Co. announced. 

In an effort to penetrate Cretaceous 
Age formations never before tested in 
the Gulf Coast Basin, Phillips drilled 
the well to a total depth of 16,655 ft. 
with only one half-day fishing job. At 
this point a 57 day fishing problem set 
in before the 5% inch casing could be 
set, May 20, in the Engleford section at 
12,060 ft. The record depth was 
reached in a total of 354 elapsed days 
from moving in. Of these, 315 were 
operating days, and 15% days were lost 
to repair shut downs. Nine pilot ream- 
ers, 27 drag bits and 133 rock bits were 
utilized in the operation. 

Aside from its depth, the Schoeps No. 
3 set another record in penetrating 3,687 
ft of salt overhang with attendant mud 
complications. Salt was encountered be- 
tween 5656 ft and 9343 ft and the sec- 
tion was cased off at 9531 ft with 95% in. 
casing. 

Fifty-seven wire line and conventional 
cores as well as numerous side wall cores 
have been taken, with testing now in 
progress slightly below the 12,060 ft 
level. The company is operating its 
own mud field laboratory equipment and 
figures recently released indicate that 
the well has used a total of 3122 tons 
of mud in addition to 253 tons of chem- 
icals, 

Schoeps No. 1 and No. 2 well, drilled 
by Phillips on the same lease in 1942 
and 1943 respectively, were dry holes of 
comparatively shallow depths. 


Resumption Of Drilling In 
N. C. Announced by Coastal 


Special to NPN 

RALEIGH, N. C.—The Coastal Oil 
Co. will resume drilling for oil in the 
mid-coastal area of North Carolina within 
a few weeks, Dr. J. L. Stuckey, state 
geologist, announced last week. Dr. 
Stuckey said that new equipment will be 
brought in by the contractors and plans 
are being made to proceed with opera- 
tions at five sites. 

The first well, drilled by Coastal More- 
head City, was abandoned. 

Meanwhile, Dr. Stuckey said, the 
Standard Oil Co. of New Jersey expects 
to move drilling equipment into the 
northeastern part of the state to begin 
the first well within the next six to eight 
weeks. Geophysical research will con- 
tinue in that area where four companies 
have leases. 

Dr. Stuckey said that the site of the 
first well to be drilled has not been iden- 
tified. This is the first time Jersey Stand- 
ard has attempted production in the 
state and it was reported that the com- 
pany will let contracts for the work. 
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Texas Proration Hearing Postponed to Enable 
Crude Buyers to Study Effect of War's End 


Special to NPN 

AUSTIN — Uncertainty as to what 
the demand for Texas oil will be in Sep- 
tember has led to the recessing of the 
statewide proration hearing here until 
Aug, 30. 

The Texas Railroad Commission an- 
nounced at the short hearing Aug. 16 
that several large crude buyers had re- 
quested the delay in order that they 
might be better able to tell just what 
they will need. 

Ben Powell, representing Humble Oi! 
& Refining Co., largest crude purchase 
in the state, thanked the Commission for 
the delay, adding that he had been pre- 
pared to ask it in order that his com- 
pany might be able to make “more in- 
telligent” nominations after studying the 
effects of the end of war and rationing 

The Commission had wired PAW the 
day after the war ended asking that 
its request for 2,366,000 b/d of all petro- 
leum liquids be amended downward in 
view of the developments. The wire 
stated that the proration hearing would 
be left open pending word from PAW 

Nominations read at the hearing, 
which were made before the war 
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ended, totaled 2,405,693 b/d, up 23,325 
b/d from August. Included in the PAW 
estimate were 2,200,000 b/d of crude oil, 
up 10,000 over August. All of the in- 
crease has been allotted to asphalt-ltype 
crudes. 

In the meantime Commissioner Ernest 
O. Thompson had revised his own esti- 
mate of how much the end of the war 
would cut the demand for Texas oil. The 
lifting of rationing, he said, would cush- 
ion the cancellation of war contracts to 
such extent that a cut of not over 200,- 
000 b/d should be expected. 

Chairman Olin Culberson, however, 
stuck to his original guess that Texas 
fields would be producing some 25% less 
oil in September than they are now, This 
would mean a cut of 400,000 to 500,000 
b/d. 

Chairman Culberson based his estimate 
on the belief that there are fewer auto- 
mobiles in operation today than in 1941, 
when the average daily production was 
around 1,400,000 b/d. 

While the demands of the Army and 
Navy will be the deciding factor, Mr. 
Culberson believes these agencies havc 
such tremendous stockpiles on hand that 
they will be able to draw on them to 
a large extent. 


Much Avgas in Storage 


“We now have over 7,000,000 barrels 
of aviation gasoline stored on the Gulf 
alone,” he declared. “The increased de- 


Put Borneo Machine Shop Back Into Operation 














PAW to Halt Certifications 
NPN News Bureau 

WASHINGTON—PAW is aban- 
doning its procedure of certifying 
monthly petroleum liquid production 
rates, starting with the month of Sep- 
tember, and hereafter will only 
RECOMMEND to the states the rates 
at which it thinks they ought to pro- 
duce. 

States themselves will be free to 
take PAW’s advice or to ignore it, 
just as was the case when the Bu- 
reau of Mines was issuing monthly 
estimates of supply and demand. 
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mand for U. S. motor fuel can be met 
by merely blending this high octane gas 
with 60-base fuel. Thus the finished 
aviation gasoline can take the place of 
oil to make motor fuel until this stock- 
pile is diminished.” 

Discussing rumors that the end of ra- 
tioning had caught some refiners short 
on auto gas, Mr. Culberson said stocks 
could be increased immediately merely 
by stopping the practice of “needling” 
fuel oil with gasoline to raise its flash 
point and heat value. 

Differences also exist in the Commis- 
sion as to how much oil Texas wells 
are producing in excess of their maxi- 
mum efficiency rates, with estimates 
ranging from 200,000 b/d to 400,000. 

At the hearing, without mentioning 
PAW, Commissioner Thompson called 
upon the U. S. Bureau of Mines to fur- 
nish its estimate of market demand “as 
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Though badly damaged by Allied bombings and retreating Japs who fled before 
Allied invasion, this shop, used to repair oil well machinery at Tarakan, was 
quickly put back into operation by Dutch technicians who enlisted aid of Borneo 


natives.—International photo 
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1 guide only to the production of oil”. 

He said that this “would return to the 
sovereign oil producing states the full 
control of their own oil production within 
the respective states. Naturally, for a 
short while longer the military needs will 
still control, but at least we can now 
reduce our Texas oil production to a 
point where no further damage will be 
done Texas wells by over-production.” 

Commissioner Thompson commended 
the oil purchasers for keeping their nomi- 
nations in line with actual demand, and 
said for several months the nominations 
have been closely paralleling purchases. 
In the future, he said, anyone asking 
for a certain amount of oil is likely to 
get it. 

“I hope the buyers will pay close 
ittention to their nominations in order 
to avoid piling up wasteful and unneces- 
sary stocks above ground.” 

H. P. Nichols of Tyler, secretary of 
the East Texas Oil Assn., said the time 
has arrived to put the field back on a 
20-day schedule. The current order calls 
for 25 production days for the big field, 
approximately the same level maintained 
since January of this year. 

Mr. Nichols also asked the Commis- 
sion to investigate rumors that some op- 
erators in the field are reducing their 
wells down below 20 b/d, which makes 
them marginal wells exempt from shut- 
down days. Such a well, he said, would 
be producing more than its share of oil 
in the field. 

He was told by Chairman Culberson 
that the Commission lacks technical help 
to check all the wells, but if any op- 
erator should suspect his neighbor of 
such a practice, the Commission would 
run tests on the doubtful well if advised 
of the suspicion, 

Bottom hole pressure in East Texas 
dropped .82 of a pound during July to an 
average of 1002.97 pounds on Aug. 1. 
Water injections declined 1518 barrels 
daily during the month to a total 382,119 
barrels daily, while the average daily 
illowable for crude was 384,810 bar- 
rels. 

It was announced that next month’s 
statewide hearing would be held on Sept. 
14, somewhat earlier than usual. This 
will enable the Commission and interest- 
ed operators to attend the opening of 
the Federal Power Commission’s hear- 
ings in Kansas City Sept. 18. 


Ohio Oil Co. Acquires New 
Acreage In Florida 
Special to NPN 

DADE CITY, Fla—Leases from a 
umber of owners filed last week add 
57 acres to the acreage leased by the 
Ohio Oil Company for exploratory pur- 
o0ses in Pasco county, it is learned. 

An informed source here commented: 
With the exception of small acreage in 
ownships 25 and 26, ranges 17 and 18, 
the greater part of the newly-acquired 
leases cover acreage in township 24, 
range 19.” 
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Motor Trucks Facts Booklet 
Tells Story Of War-Trucks 


NPN News Bureau 
CLEVELAND — The 1944 edition of 
Motor Trucks Facts, just issued by the 
Automobile Manufacturers Assn., in ad- 
dition to carrying the usual statistics, 
also tells a story of trucks at war. 
Among other data revealed, the 56 
page booklet shows that during the war 
the truck manufacturing industry pro- 
duced military vehicles and parts at 
the rate of $2,500,000,000 per year, or 
two and one-half times the total value 
of trucks and parts in the highest peace- 
time year, 1941. 


Other facts the booklet shows: 

88% of military vehicles were shipped 
to Allied nations under lease-lend or 
direct purchase; more than 200 different 
types of truck transport and combat 
vehicles were produced for the armed 
services; 4,744,000 trucks and 216,000 
trailers were operating under certifi- 
cates of war necessity on June 30, 1944, 
only slightly below all-time peak; farmers 
use 34% of all motor trucks, and hold 
47 ’ of all truck certificates of war ne- 
cessity issued by ODT; privately operat- 
ed trucks represent 87% of all trucks in 
use; small business firms in middle west 
ship half their freight by truck. 


Rail Hauls to East Coast 


WASHINGTON—During the week 
1 took another drop, averaging 278,618 
291,611 b/d during the previous week, t! 
Loadings, as reported by individual 
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Revoke ODT Orders on Overland Bulk Movement; 


Eliminate Restrictions on Tank Cars, Trucks 


NPN News Bureau 

WASHINGTON—ODT this week can- 
celed all restrictions on overland bulk 
movement of petroleum products by re- 
voking General Orders ODT 7 and ODT 
37, effective August 19. Only remaining 
ODT order governing oil transportation 
is ODT 19, covering waterway movement 
of oil products, which is expected to be 
revoked soon. 

Removal of ODT 7 ended ODT control 
of all tank cars, which permitted the 
agency to channel them into special 
trains operated on symbol schedules over 
ODT controlled routes, and to set a 200- 
mile-limit later cut to 80 miles, within 
which tank cars were not permitted to 
move, 

At the same time, cancellation of ODT 
37 ended ODT restrictions on tank trucks, 
which specified minimum quantities of 
oil products which might be transported 
and regulated the number and type of 
local deliveries which a_ truck. might 
make. 

As the tank truck and tank car orders 
became part of the history of World War 
II, which saw the greatest oil movement 
of all time in the United States, officials 
of the ODT Liquid Transport Depart- 
ment were busy winding up their affairs 
to speed dissolution of their agency with- 
in 80 days. 

Meanwhile, despite cancellation — of 
ODT 7, ODT Tank Car Division Chiel 
A. V. Bourque wrote all shippers, ask- 
ing them to comply with PAW’s request 
by continuing to send daily petroleum 
report, ODT-PLT-105, until September 
1, to C. R, Musgrave, chairman, Joint 
Tank Car Subcommittee, 624 S. Mich- 
igan Avenue, Chicago, Ill. He said. how- 
ever, that it would no longer be neces- 
sary to send a duplicate copy of that re- 
port to ODT’s Railway Transport De- 
partment in Washington. 


Drop 12,993 B/D 


NPN News Bureau 


ending Aug. 11, tank car loadings to Dist. 
b/d. In comparison with hauls averaging 
lis shows a decline of 12,993 b/d. 


companies follow: 


Daugherty Pure 80 

Allied-II1., 12 Drake 2 
y soa 107 | Richfield 154 
Anderson-Prichard ; 3 Elk Refining 21 Rock Island 4 
Arkansas Fuel : 7 Freedom Oil 3 Root 25 
Ashland Refining 189 A Royal Petroleum 26 
Asiatic Petroleum 3g, Gulf 1212 Shell 521 
Atlantic Refining 438 Hartol 145 Sinclair 7% 
- Home Oil 5 Socony-Vacuum 1102 
Bell Oil & Gas . 9 : Southland 4 
James B. Berry Sons 16 Jenney Mnfg. Co LS. O. California 2 
McBride 22 «6S. O. Indiana AT 
Cantelou . 2. An S. O. Kentucky 55 
Carbide & Carbon . 42 National Refining 5 §. O. New Jersey 1764 
Chalmette 22 S. O. Ohio 149 
Champlin : ae : 8 Pan American 506 _—s States 574 

Cities Service ....... 148 Petroleum Heat & Power 9 
Cities Service, Pa... 199 Phillips 212 Talco 19 
Continental ........ 86 Pioneer 1 Texaco ; 548 
Cooperative Refining 8 Premier 1 Tide Water 246 
GUNNS oa ka ass 76 Primrose 8 Triangle 2 
Crown Petroleum 1 Producers 7 United 12 
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Industry reaction to revocation of ODT 
7 ranged from enthusiasm on the part of 
shippers to a “we-can-take-it” attitude 
on the part of tank truckers. While con- 
ceding that cancellation of the tank car 
order “opened the door wide to dog-eat- 
dog competition,” a spokesman for pe- 
troleum transporters here said that with 
the vehicle and other equipment situation 
improving rapidly, and truck rationing 
expected to be removed by October, 
they feel they can meet rail competition 
successfully. The spokesman regarded 
cancellation of ODT 37 as of ‘secondary 
importance, as that regulation was con- 
cerned primarily with local tank truck 
deliveries. 


California Standard Christens 
New Tanker for J. L. Hanna 


Special to NPN 

CHESTER, Pa.—Standard of Cali- 
fornia’s new tanker, the J. L. Hanna. 
was launched at the Sun Shipbuilding & 
Drydock Co. ways here Aug. 21. 

Named for one of Standard’s vice 
presidents, the vessel was christened by 
Mrs. Hanna. 

This is the first of three T-2 typ« 
tankers Sun will deliver to the company 
within the next 60 days. Statistics on 
the vessels are: Cargo capacity, 5,800,- 
000 gallons; length, 423% feet; beam, 68 
feet; gross tonnage, 10,172; net tonnag« 
6,126, and approximately 14% 
knots. 


speed, 


Motor Car Registrations Reach 
All-Time High in California 


NPN News Bureau 

LOS ANGELES—Registrations of 
motor vehicles reached an all time high 
in California during the first six months 
of 1945, according to the department of 
motor vehicles of the National Automo- 
bile Club. 

Despite the rationing program and lack 
of sales of new cars, registrations, in- 
clusive of dealers, reached a grand total 
of 2,972,223 during this period, com- 
pared to 2,970,812 in the like period of 
1941, the previous high point in regis- 
tration history. 


Surplus Automobile and Truck 
Parts to be Sold to Dealers 


NPN News Bureau 

CHICAGO — Approximately $3,000.- 
000 of Army surplus automobile and 
truck parts will be offered for sale by 
the Office of Surplus Property, 209 S$ 
La Salle St., during the week of Septem- 
ber 17. 

Samples of all parts on sale will be 
displayed at the 122nd Field Artillery 
Armory at 234 E. Chicago Ave., and 
catalogues listing the items will be fur- 
nished upon request. 
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“Every time I start up a bill. 


Bogging down on the hills this way has taught many 
a truck operator plenty about how axle ratios affect 
truck performance. Some ratios give lots of speed and 
zip on the level, but they lose it all on the hills. Other 
ratios have plenty of pulling power—at the cost of 
time-saving speed on level stretches. With either ratio 
alone, the truck is often a misfit. 


Obviously, what this truck needs is a Timken 2-speed 
axle with Easy Power Shift. Then it will have both 


high speed on the level and more power—more speed 
on the hills. 


How Do Your Vehicles Measure Up? 


When buying a truck you'll get the right truck for 
your job and you'll be sure of better performance and 
more profit if you will do these three things: (1) analyze 
the job each truck must do; (2) study specifications 
and buy your trucks to fit your jobs; (3) protect your 
investment by good maintenance and careful operation. 


AUGUST 22, 1945 








terres happens!’ 


Manufacturers will be ready soon with new vehicles 
to meet your needs. And Timken will be ready with 
the finest, most complete line of axles incorporating 
the greatest advances in the history of the axle indus- 
try. Ask about axles when you buy. Be sure you get 
Timken Axles—the accepted standard. 








TIMKEN 
AXLES 


THE TIMKEN-DETROIT AXLE COMPANY, DETROIT 32, MICH. 
WISCONSIN AXLE DIVISION e OSHKOSH, WISCONSIN 
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HE FINDS MATERIAL— Jos. S. Keller, 
Vice-President in charge of Purchasing 
with The Davisbilt Products Company for 
22 years, knows the answers of where to 
find what his company needs. With long- 
established, satisfactory sources of sup- 
ply, he needs no expeditor. 





Is appreciative of the cooperation and 
lengths to which many of his suppliers 
have gone to make it possible for DAVIS 
to “Build of the Best”’ and ‘Deliver on 
Time’”’. 









ee 


i. MARATHON 









Capacity—1225 gallons. Five compart 
ment Truck Tank. 


Much of the credit for maintaining the 
high DAVISBILT standard of Quality 
goes to Davis suppliers. Our ‘thats off"’ to 
our supporting industries, who have helped 


us do our war time job and do it credibly 


Cincinnati, Ohio 


Engineering Exclusively in the 
Field of Fluid Carriers 


THE DAVISBILT PRODUCTS COMPANY 
formerly 
THE DAVIS WELDING & MANUFACTURING COMPANY 








Transportation News 


Pipeline "Walkers' Now Doing Work from Air 
Report Plane Is Better Than Shanks’ Mare 


NPN News Bureau 

TULSA — Pipeline walkers, who every 
year cover thousands of miles via shoe 
leather regardless of weather, scorching 
in summer and freezing in winter, now 
can sit back and let airpower do the 
job. For the 50 miles a pipeline walker 
can cover in a week, an air spotter can 
inspect 3500 miles of line with greater 
accuracy, it is asserted, and at less than 
$2 per mile cost of doing it a la Shank’s 
mare. 

Two veterans of World War II living 
in Oklahoma City, Henry Clay and Hol- 
lis L. Overstreet, 
a commercial basis a company to make 
aerial pipeline inspection. Several major 
companies are said to have tried it in the 
past only to drop the idea because of 
the war. Mr. Overstreet conceived the 
idea while he was a civilian flight in- 
structor for the army. He handles op- 
erations, while Mr. Clay attends to busi- 
ness details as front-office man. 

When the plan was submitted to oil 


have organized on 


company executives six months ago, it 
was questioned whether leaks could be 
spotted with accuracy from an altitude 
varying between 100 and 300 feet with 
a forward speed of 85 mph. Over- 
street and Clay promptly spotted “leaks” 
simulated by spilling a gallon of oil at 
each of several individual places along 
the line, some in clearings and others in 
high weeds or in ponds or ditches. They 
demonstrated ability to differentiate be- 
tween new and old leaks as well as to 
do a good iob of detecting dangerous 
erosion. 

From the air, the air spotters assert, a 
pipeline right-of-way sticks out like a 
sore thumb from the surrounding ter- 
rain (see accompanying picture). An oil 
leak looks like a big splotch of tar spilled 
on the ground. A new leak has a glisten, 
while an old one is dull and tarnished. 


Cite Two Advantages 


Aerial inspection, they say, has two 
other advantages over earth-bound in- 


How a Pipeline Leak Appears from the Air 



















This is how a large leak from an 8-inch pipeline looks from the air. 












NATIONAL PETROLEt 





Note how the 
oil on the ground in the center of the picture is easily distinguished as the 
pilot approaches 
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Deliver Sales Messages Door to Door... 





Photo courtesy of Dairymen's Ohio Farmers Milk Co., Cleveland, Ohio. 


with MEVERCORD TRUCK DECALS 


Every truck you operate has valuable space to 


advertise and sell your product. Use it...it’s 
free...and use it with durable, washable, easy 
to apply Meyercord Truck Decals. This modern 
method of truck decoration and lettering is eco- 


nomical for a dozen trucks or a thousand. 


Products, trademarks, slogans can be reproduced 
in any size, color or design at a fraction of hand- 
painting time and cost. Overnight speed of ap- 


plication of Meyercord Truck Decals keeps your 


for experimental designing of many 








trucks ‘‘on the street.” Investigate this modern 
method of truck decoration... for your present 
or post war fleet. Designing service free. Please 
address all of your inquiries to 
Department 36-8 

FREE! TRUCK VISUALIZER 


Contains helpful hints on lettering, 





decorating; with outline diagrams 


body types — from panel deliveries 
to vans and tank trucks. Send for 


your free copy... TODAY! 


THE MEYERCORD CO., 5323 WEST LAKE STREET * CHICAGO 44, ILLINOIS 


AUGUST 22, 1945 
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inspection: the pilot can zig-zag from 
side to side of the right-of-way, over 
high weeds and brush, to be sure there 
are no leaks surfacing to the side of the 
line; where lines cross streams or ponds, 
the aerial patrol can easily spot “slicks” 
denoting leaks, even if the swiftness of 
water flow causes the slick to appear as 
much as half a mile downstream from 
the break. 


How It Looks on Water 


Crude oil on clear water, they report, 
appears black or dark green from the 
air, and on muddy water the shade is 
a more distinct green. 

An instance of the savings from air 
inspection cited by Mr. Clay, is an in- 
cident where a bad break in a line was 


spotted before the pumping stations 
knew anything was wrong. The leak 
occurred at a point where the line 
passed close to a large lake stocked 
with fish, and the leaking fluid was 


headed directly toward it. Immediately 
reported, crews rushed to the spot and 
were able to repair the break before 
the leak contaminated the water 
killed the fish. 

Snow covering the ground does not 
hamper inspection, for a reason unknown 
to many. The oil flowing through the 
line will heat the ground from friction 
and the residual heat of the fluid suffi- 
ciently to melt snow as rapidly as it 
falls, immediately over the line. In the 
event of a leak, the oil itself will melt 


and 


Another Little Wartime “Chore” 


their contribution in winning the war. 


the snow also and, considering the strong 
color contrast between the oil and snow, 


a leak under such conditions is easier 
to spot than in more clement weather, 
of the system say. 

Consideration now is being given the 
use of helicopters rather than the con- 
ventional plane now used in_ spotting 
operations. The obvious advantage of 
the flying windmill would be that the 
operator could drop within a few fect 
of the ground, to hover for a sufficiently 
long time to permit a closer study of 
actual or potential damage from break 
or erosion. 

The Overstreet & Clay Co. is also 
studying possible use of aerial photog- 
raphy as an adjunct in the detection of 
leaks. While the same gen- 
eral principles hold true in gasoline spot- 
ting that apply to crude and refined oils, 


sponsors 


gasoline 


vet gasoline’s lighter color sometimes 
renders detection difficult. 
Close Schedule 


Present operations call for the mainte- 
nance of a close schedule on inspections. 
Pumping stations along the present 2500- 
mile-a-week route are notified of the 
approximate time the spotting plane will 
pass over, so that they may be on the 
alert for it. 

When Overstreet leak, he 
whips his plane into a tight spiral over 
the spot for closer records 
the location and apparent 


spots a 


inspection, 
states the 


cause of trouble on a report form. This 
report is slipped into a mailing tube, 
which is dropped as he flies over the 
nearest company pumping station. 


According to Mr. Clay, statistics indi- 
cate that about 25% of pipeline leaks 
are reported by walkers and the other 
75, by farmers. Their aerial patrol- 
ing method, he says, has approximately 
reversed the percentage. 


Have Contracts 


Presently under contract for aerial 
patrol by the six-months old company 
are two pipeline systems which total 
about 1200 miles. The Phillips Petro- 
leum Co. gasoline system from Borger, 
Texas, to St. Louis is under patrol, and 
will be extended to Chicago shortly. An 
inspection flight for Standish Pipe Line 
Co. begins at Okmulgee to Seminole and 
Oklahoma City, Okla., thence to Thrall, 
Kans., and Kansas City. The Standish 
line from Thrall to Lyons, Kans., also is 
inspected from the air. 


Under negotiation are contracts call- 
ing for some 15,000 miles weekly of pa- 
troling from the Gulf Coast to perhaps 
as far north as New York. Expansion 
now is hampered by lack of equipment, 
since it is estimated that five planes, 
plus necessary equipment, will be re- 
quired. Service probably will be based 
and operated from Oklahoma City, with 
an operations office to be established at 
Lima, O. 


For American Pipeliners at War 





This picture, taken from the West bank of Rhine river crossing at Mainz, records a “little chore” done by pipeliners as 
On the heels of the Third Army when they crossed the Rhine at Mainz, came the pipe- 


liners of MPLS (Military Pipeline Service) and hooked up the 6 inch line shown above by making use of a wrecked railroad 


bridge. 


A pumping station and truck loading rack were finished by April 8, and by April 22 a major pipeline system 
was completed from Thionville, France, to the crossing. The pilings at left are for the F. D. Roosevelt railroad bridge. 


This 


was one of four pipelines crossing the Rhine to fuel the drive to Berlin and victory. (See NPN cover July 25) 
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it’s all done with 
“know-how” 


To win a war—that’s simple. You 
merely do the impossible. Hannibal 
crossed the uncrossable Alps. Joshua 
took impregnable Jericho. Blucher 
got to Waterloo when Napoleon 
knew he couldn’t. 


But when it comes to doing the 
super-dooper, the world has never 
seen anything to approach this na- 
tion’s trick of fighting two wars at 
once—on far sides of a reasonably 
large planet. 

One reason for this success—with 
one of the wars now won and the 
other well on the way—is that our 
generals have been able to borrow 
—largely from business and indus- 
try—vast amounts of “know-how.” 








They’ve borrowed tons and tons of 
gray matter. Our not uncommon ex- 
perience may illustrate. 


When Uncle Sam’s armies crashed 
into Germany, the generals knew 
what they wanted to do in the 
occupied section—through both 
military and civil agencies. But 
planning the necessary organization 
embracing civilian specialists of 
every kind was something else. They 
asked for one of our experts. 

They knew he was pretty good, 
because he had done important or- 
ganization planning for the War 
Production Board and the Petro- 
leum Administration for War. In 
fact, one government agency or an- 
other has had him for a couple of 
years. Now he’s in Germany—head 
man on organization. 

Similarly our men with know- 
how have answered many another 
call—executives, technicians, re- 
search specialists, transportation and 
business administration experts. 
They’ve helped keep things rolling 
at Army posts, airfields, supply de- 
pots—here and abroad. 

Both Hitler and Hirohito thought 
global warfare impossible for Amer- 
ica. They believed the planning and 
execution beyond any general —or 
general staff. They overlooked 
America’s reserve of “know-how.” 


STANDARD OF CALIFORNIA 








1945 


E flag with 4 stars, 


owarded to our Richmond Refinery 
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Natural Gas Industry Sees Bright Future in 


Peace Years If Not Hampered by Legislation 


NPN News Burea: 
CLEVELAND—R. H. Hargrove, chair- 
man of the Natural Gas Department of 
the American Gas Association, and vice 
president and general manager of the 
United Gas Pipe Line Co., says that if 
the industry is allowed to follow its nor- 
mal course of expansion withcut restric- 
tive legislation not in the public interest, 
the peacetime outlook for the natural gas 
industry is bright. 


E. DeGolyer, noted geologist, estimated 
recently that the reserves of natural gas 
stand at about 200 trillion cubic feet. At 
the beginning of 1945 proved reserves, 
based on surveys of fields having reserves 
of more than 20 billion cubic feet, plus 
the reserves of the Appalachian area, 
were more than 140 trillion cubic feet. 
The estimated reserves of 200 trillion 
cubic feet are conservative when allow- 
ance is made for lesser fields and for prob- 
able expansion of discovered fields, Mr. 
Hargrove said. The ratio of reserves to 
present consumption is better than 35 to 1, 
even with estimated withdrawals at four 
trillion cubic feet for last year. 


The Federal Power Commission, at the 
request of the American Gas Association, 
recently made, just before V-J day, a 
breakdown of probable future expendi- 


tures showing that the natural gas in- 
dustry will spend $160,898,000 for plant 
expansion, maintenance and inventories 
and supplies in the next 12 months. Ap- 
proximately $120,000,000 of this amount 
would be spent for additional plants and 
equipment. 

Revenues from sales of natural gas to 
ultimate consumers for the year ending in 
May, 1946, are expected by FPC to total 
about $619,398,000 without taking into 
account sales by natural gas companies 
to other utilities for generation and resale. 
[he American Gas Association reported 
a total of $677,951,900 in revenues re- 
sulting from the 1944 sales of natural gas. 
For the twelve-month period ending May 
31, 1945, the industry’s sales showed 
nearly an 8% increase over the same 
period of the year before and it is pre- 
dicted that dollar sales for 1945 will go 
over the 700,000,000 mark. 

Looking into the possibilities of the 
huge potential market for gas ranges, gas 
water heaters, gas refrigerators and house 
heaters, the industry has filed projects or 
has recently received approval of FPC 
for the construction of nearly 5000 miles 
of additional gas pipeline in this country, 
capable of transmitting more than 400,- 
000,000 additional cubic feet a day at 
peak movements. 


QUALITY PRODUCTS AVAILABLE 
TO THE INDEPENDENT JOBBER 


ETHYL and all grades of leaded and unleaded gasoline 


TRACTOR FUEL 
ASPHALT 


DIESEL FUEL 
KEROSENE 


Numbers 1, 2, and 3, DOMESTIC FUEL OIL 


RANGE OIL 


INDUSTRIAL FUEL OIL 


SALES OFFICES: 


HARTFORD, ILLINOIS 
ST. PAUL, MINNESOTA 


Phone Wood River 4-4374 
Phone De Sote 5533 


P.O. Box 145 
1700 Stewart Avenue 


HOME OFFICE: 
WICHITA, KANSAS 


WOOD RIVER OIL AND 
REFINING COMPANY, INC. 









I'm No Hero, Says Oil Man 
Who Received Navy Cross 


NPN News Bureau 

WASHINGTON — If a decoration for 
modesty is authorized, former oil man 
D. A. Singleton, Lieut. SC, USNR, will 
return from the Pacific wearing a rib- 
bon for this award. It will be alongside, 
among other decorations, one for the 
Navy Cross. And this Navy Cross award 
will represent one of only three decora- 
tions given out on Ford Island for Dec. 
7, 1941, when Japan attacked Pearl Har- 





The Navy Cross is awarded to any 

person, who while in the Naval service 

of the United States has distinguished 

himself by “extraordinary heroism or 
service” 





bor. The other two were awarded to 
the lieutenant’s men, petty officers with 
whom he was working when the Japs 
struck. 

When the June 6, 1945, issue of NPN 
finally caught up with this former oil 
man, and he read the story on page 6 
about his activities at Pearl Harbor 
when the Japs struck, he immediately 
wrote Herbert Yocom, whose report from 
the Pacific told of the lieutenant’s heroic 
part on that black day. 

His Navy Cross to the contrary, Lieut. 
Singleton modestly gives all credit for 
saving the tanker, as told by Mr. Yocom, 
to the ship’s crew, a chief and another 
petty officer. He casually mentions that 
a chief petty officer working with him 
did go through a lot of strafing and with 
two slugs in his leg helped disconnect 
the hoses from the dock so the ship could 
cast off. He said that was about the 
only part WE played in the actual mov- 
ing of the tanker. (Ed. Note: This seems 
just about plenty). 

NPN’s Herbert Yocom’s story told of 
how Lieut. Singleton had just completed 
supervising the discharge of 800,000 gal. 
of avgas from a tanker when the Japs 
struck at Pearl Harbor; how he and his 
men went about their work when the 
enemy planes came in, thinking they 
were American planes. 

The article told of how the ship was 
strafed and torpedoes whizzed by the 
tanker still holding 100,000 bbls. of 
black oil; how the ship’s crew man- 
aged to get her out into the stream and 
safely away. 

Lieut. Singleton, before going to the 
Pacific in July, 1941, as fuel officer at 
the Naval Air Station at Pearl Harbor 
was with the Valvoline Oil Co., after 
having worked in Eastern States Petro- 
leum’s laboratory. At the time he 
entered the service, he was assistant to 
the manager of Valvoline’s Eastern Divi- 
sion, handling mostly light products. 

The lieutenant in his letter disclaiming 
any glory, added that NPN copies, 
though somewhat delayed in reaching 
him and his oil associates, have created 
“the old industry feeling”, and says 
they receive wide distribution and are 
much appreciated. 
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Veteran Re-Employment Law Jumps Into Spotlight 
With War's End; Some of Its Terms Are Vague 


By Elwin E. Hadlick 


The discussion of job rights of return- 
ing veterans—a matter which is more 
important than ever with the Japanese 
beaten—was started in the Aug. 15 issue 
of NPN. In that article references were 
made to the various 
laws 


which _ recite 


the rights of  vet- 
erans to return to 
their old jobs. It 


was pointed out that 
the veteran who, in 
the opinion of those 
in authority 
him, had - satisfac- 
torily completed his 
period of training 
and service was en- 
titled to issuance of 
a certificate. This 
article will continue 
with a discussion of Section Eight of the 
Selective Service Act of 1940, as amend- 
ed, and will consider the re-employment 
rights of a veteran who possesses a cer- 
tificate. 


over 





Mr. Hadlick 


Paragraph (b) of Section Eight recites 
that any person holding a certificate who 
left a position which was other than 
temporary has certain rights on certain 
conditions. The first condition, the pos- 
session of the necessary certificate, has 
been mentioned. There is then the sec- 
ond condition that the employe be still 
qualified to perform the duties of the 
position which he left, and the third 
that the veteran must make application 
for re-employment within 90 days after 
he is relieved either from service or from 
hospitalization continuing after discharge 
for a period of not more than one year. 

Given a veteran who has such quali- 
fications, it is next found that if his 
former employer was a private one (these 
articles will not consider rights in con- 
nection with federal or other govern- 
ment jobs) the employer is required to 
restore the veteran to his old position, 
or to a position of like seniority, status 
and pay. The only exception, which will 
be dealt with later, is that which ex- 
cuses the employer from compliance if 
his circumstances have so.changed as to 
make it impossible or unreasonable for 
him to comply. 


Seniority to Be Kept 


Before going into an explanation of 
terms and the meaning of the various 
qualifications and requirements, the bal- 
ance of Section Eight will be mentioned. 
Paragraph (c) relates to the position 
which the returned veteran shall have in 
the employer's organization when he re- 
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turns with his certificate and is restored 
to his old job or to one of like seniority, 
status and pay. 

It is provided that the veteran shail 
be considered as having been on fur- 
lough or leave of absence during his pe- 
riod of training and service, that he shall 
be restored without seniority. 
shall be entitled to participate in insur- 
ance or other benefits offered by the em- 
ployer pursuant to established rules and 
practices relating to employees on fur- 
lough or leave of absence in effect with 
the employer at the time the veteran 
was inducted into the armed forces, and 
that he shall not be discharged from his 
without within 
one year after such restoration. 


loss of 


restored position cause 
Next in order come the penalty pro- 
These are a part of 
the law to protect the returning veteran 
from the employer deliberately attempt- 
ing to avoid the requirements of the law. 
They will be briefly referred to but will 
not otherwise be commented upon, The 


VISIONS. necessary 





Discussing one of the most timely 
legal questions for employers—the job 
rights of returning servicemen—Elwin 
E. Hadlick, attomey and northwest mar- 
keting association executive, this week 
presents his second article on the sub- 
ject and the 75th in his series, which is 

prepared especially for NPN 





record of the petroleum industry is such 
that penalties never play a big part in 
the discussion of any problem. The em- 
ployer who fails or refuses to observe 
his obligations is subject to jurisdiction 
of the United States District Court, 
which will go into action on request of 
the veteran whose rights have been re- 
fused. 

The Courts are given the right specif- 
ically to require the employer to comply 
with his obligations. They are further 
authorized to require the employer to 
compensate the wronged veteran for any 
loss of wages or benefits which he has 
suffered. Courts are directed to grant 
speedy hearings in such cases, and the 
United States District Attorney in each 
district is instructed to appear on behalf 
of any returned veteran who reasonably 
satisfies him that he is entitled to the 
benefits which he claims. Finally, there 
is a provision that no fees or court costs 
are to be taxed against any veteran who 
proceeds under the enforcement pro- 
visions. 


Attacked in Court 


The reemployment provisions of the 
law were attacked in court on the ground 
that they were so vague and uncertain as 
to violate the due process provisions of 


the Fifth Amendment of the Constitu- 
tion. That was in the case of Hall v. 
Union Light, Heat & Power Co. in the 
United States District Court for the Dis- 
trict of Kentucky, The Court sustained 
the constitutionality of the law. In an- 
other case a Circuit Court said: “The 
act intends that the employe should be 
restored to his position even though he 
has been temporarily replaced by a sub- 
who _ has able, either by 
greater efficiency or a more acceptable 
personality, to make it desirable for the 
employer to make the change a perma- 
nent one.” 


stitute been 


To go back to the beginning, it is 
probable that every employer under- 
stands what to look for to determine 


whether or not the returned veteran has 
a proper certificate which entitles him to 
the benefits of the act. 
ticular requirement as to the nature of 
the certificate. Any of the forms of hon- 
orable discharge the various 
branches of the service would constitute 


There is no par- 


used by 


an appropriate certificate. 

that the veteran 
left a position which was 
other than temporary. The exact words 
of the statute may prove tc be impor- 
tant in They are, “a posi- 
tion, other than a temporary position, in 
the employ of any employer”. 


It was said above 


must have 


some cases, 


Supérior Skills Included 


Notice that the law does not say that 
the returning veteran must have been 
an employe. While there may be some 
argument on the point, a Circuit Court 
has said that the expression “in the em- 
ploy of any employer” may be taken to 
be roughly synonymous with the word 
“employe”; the Court went on to say 
that the term “unmistakably includes 
employes in superior positions and those 
whose services involve special skills, as 
well as ordinary laborers and mechanics” 
and, while conceding that it did not 
cover independent contractors, said that 
it covers “almost every other kind of re- 
lationship in which one person renders 
regular and continuing service to 
other”. 


an- 


But that doesn’t take care of the ques- 
tion of what Congress meant when it 
said “other than a temporary position”. 
What or who is going to determine 
whether or not a position was tempo- 
rary? There have been no limits ot 
markings definitely set as yet. Selective 
Service, as an administrative guide to its 
employes and not as an authoritative de 
termination, “Generally speaking 
one who is employed to fill the plac« 
made vacant by a person entering serv- 
ice occupies a temporary status and ha 
no re-employment rights even though h« 
subsequently enters service. There ma) 
be exceptions to this, however, * * ° It 
is the character of relationship betwee: 
the employer and employe, whether 
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Digests of Regulations Issued Weekly Regarding Oil and 
Oil Equipment . . Reports of Prospective Regulations 
and Amendments . . Actions of Industry Committees 


and Meetings . . Editorial 


Comment, 


Interpretation 











effective 


‘temporary or ‘permanent’, that should 
govern rather than the particular assign- 
ment being carried out at the time of 


entry into service . 


There is nothing very definite in that 
quoted statement. The truth of the 
matter is that the “what” that will as- 
sist in determination of the status of the 
employe will be the facts and circum- 


stances of the particular case. The 


“who” to do the determining will be the 
Courts. While many employers will not 
be involved in questions of temporary 
employment, those who are so involved 
at the present time will be compelled to 
use the standards of good reason and 
common sense. 

In the next article interpretation of 
words and phrases used in defining re- 
sponsibilities of employers will be con- 
tinued. 


Index of Week's Oil Orders 


(Issued Aug. 11-18, 1945) 
OPA—Office of Price Administration 
RMPR 528, Rev. Order 36—Goodrich 
industrial tractor tire ceilings 
Order 55 
farm tractor 
truck tires 
Rev. RO 1A, Am, 105 


unrationed 


R-5 


Retail ceilings on new sizes of 
rear tires and mud and snow 


—Used truck tires now 


Rev. RO 5C, Revocation—Gasoline Rationing 
Abolished 

Rev. RO 11, Revocation—Fuel Oil Rationing 
Discontinued 
WPB—War Production Board 

L-41, Direction 5, Am. 1 to 6-11-45 version 

Construction projects for civilian production 
or services 


L-317 as am. 8-7-45—Fibre shipping con- 
tainers 

Pri. Reg. 25 as am. 8-13-45—-Spot authoriza- 
tions 
WMC—War Manpower Commission 

Reclassif. of Labor Market Areas as of 8-1-45 
—Changes in critical labor shortage areas 
NWLB—National War Labor Board 

GO 4 as am. 8-6-45—Automotive repair in- 
dustry in Harris County, Tex. excepted from 
under-8-employees exemption 
SPB—Surplus Property Board 

Reg. 1, Order 3, Am. 1—Forms for declara- 
tion of surplus 


VETERANS’ ADMINISTRATION 


Regs. under Servicemen’s Readj. Act. of 1944 
—Correspondence or home study courses 


Digest of Week's Oil Orders 


Office of Price Administration 


GOODRICH R-5 INDUSTRIAL TRACTOR 
riRE CETLINGS—RMPR 528, Rev. Order 36 
Retail ceilings on new Goodrich R-5 industrial 
tractor tires range from $78.75 for size 12.00-24, 
6-ply, to $136.75 





for size 14.00-28, 8-ply, 
with proportionate prices on in-between sizes. 
Issued 8-13, effective 8-14. 


CEILINGS ON NEW SIZES GOODYEAR 
FARM TRACTOR REAR TIRES AND MUD 
AND SNOW TRUCK TIRES—RMPR 528, 
Order 55—-$94.10 is maximum for 6-ply farm 
tractor rear tire, size 14-26, and $14.65 for ac- 
ompanying tube; $252.15 for size 18-26, 10- 
ply farm tractor rear tire, and $24.40 for tube. 
8-ply mud and snow tires are assigned $31.90 
for 7.00-15 (15” special) size, and $33.50 for 
7.00-16 size. Issued 8-13, effective 8-14. 


USED TRUCK TIRES NOW UNRATIONED 
—Rev. RO 1A, Am. 105—Off the ration list are 
used truck tires, truck tires requiring major 
repairs to be rendered serviceable, and re- 
laimed-rubber passenger tires. These reclaimed- 
rubber passenger tires must be reclassified as 
III by OPA District Director, upon re- 
the tire dealer, before they can be 
id without rationing restrictions. Issued 8-14, 
8-17 
GASOLINE 


Grade 


juest of 


RATIONING ABOLISHED— 





CODE: AO—Administrative Order; CMP 
—Controlled Materials Plan; D—Directive; 
FDO—Food Distribution Order; GMPR— 
General Maximum Price Regulation; GO— 
General Order; Interp.—Interpretation; L 

Limitation Order; M—Conservation Or- 
MPR—Maximum Price’ Regulation; 
P—Preference Rating Order; PAO—Petro- 
leum Administrative Order; Pri. Reg.—Pri- 
orities Regulation: Proc. Reg.—Procedural 
Regulation; PS—Price Schedule; RO—Ra- 


der; 








tion Order; RPS—Revised Price Schedule; 
SO—Supplementary Order; SR—Supple- 
mentary Regulation. 
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Rev. RO 5C, Revocation 
8-15. 


Issued 8-17, effective 


FUEL OIL RATIONING DISCONTINUED— 
Rev. RO 11, Revocation—Issued 8-17, effective 
8-15. 


War Production Board 


CONSTRUCTION PROJECTS FOR CIV- 
ILIAN PRODUCTION OR SERVICES—L-41, 
Direction 5, Am. 1 to 6-11-45 version—No 
change in the AA-3 rating and firm allotment to 
be granted when additions or alterations are to 
be made to existing facilities for making civilian 
products, facilities for production of bottle- 
neck materials or components, or facilities for 
needed civilian production or services. Au- 
thorization for construction without priorities 
assistance will be given for projects which pro- 
vide additional manufacturing facilities; those 
involving public transportation, health, safety, 
religious, or educational activities; those for 
which materials, equipment, and other necessary 
resources are on hand or are of a kind readily 
available without priorities assistance. 


8-13. 


FIBRE SHIPPING CONTAINERS—L-317 as 
am. 8-7-45—The small user exemption from 
auota restrictions is set at $1,500 worth (total 
cost) for packing of ali products (formerly $500 
worth). Issued 8-7. 


Issued 


SPOT AUTHORIZATIONS—Pri. Reg. 25 as 
am. 8-13-45—No priorities assistance will be 
given with a spot authorization, but separate 
applications for such assistance for production 
authorized under Pri. Reg. 25 may be made in 
any of the usual ways. Policy on granting this 
assistance is outlined in Pri. Reg. 28, and will 
generally be given only on limited basis and 
to prevent exceptional hardship. Issued 8-13. 


War Manpower Commission 


CHANGES IN CRITICAL LABOR SHORT- 
AGE AREAS—Reclassif. of Labor Market Areas 


These groupings of areas in U. S. according 


to adequacy of labor supply, upon which was 
based requirement of the 48-hour workweek 
in critically short areas, are no longer valid, 
since the WMC announced complete cessation 
of all labor controls on August 15th. 


National War Labor Board 


AUTOMOTIVE REPAIR INDUSTRY IN 
HARRIS COUNTY, TEXAS, EXCEPTED 


FROM UNDER-8-EMPLOYEES EXEMPTION 
—NWLB GO 4 as am. 8-6-45—-Added to the 
list of employers who must obtain WLB per- 
mission for wage raises, regardless of number 
of persons employed, is the automotive repair 
industry in Harris County, Texas. Approved 8-6. 


Surplus Property Board 


FORMS FOR DECLARATION OF SURPLUS 


—Reg. 1, Order 3, Am. 1—These forms con- 
cern chiefly the declaration of surplus property 
to the disposal agencies by the War Dept. 


Issued 7-31, filed 8-3. 


Veterans’ Administration 


CORRESPONDENCE OR HOME STUDY 
COURSES—Regs. under Servicemen’s Readj. 
Act of 1944—Managers of regional offices are 
authorized to approve enrollments of eligible 
veterans electing correspondence or home study 
courses offered by an approved school under 
contract to furnish such courses. Approval is 
granted schools by the appropriate agency of 
the states in which they are located. No sub- 
sistence allowance will be paid a veteran en- 
rolled only in a correspondence course. But a 
veteran pursuing a correspondence course which 
is prescribed as part of a resident course requir- 
ing attendance may be paid subsistence allow- 
ance for that part of the course which requires 
attendance at the institution. This applies either 
to resident training in a school or on-the-job 
training. Charges against a veteran’s entitlement 
(total amount of training allowed him by the 
government) will be made for all such courses 
in specific amounts, as outlined in detail in the 
regulations. Issued 8-3. 


Three Over-Charge Suits Filed 


NPN News Bureau 
CHICAGO—Metropolitan OPA here 
has filed complaints against three gasoline 
dealers for charging premium prices for 
regular grade gasoline. In the first gaso- 
line price suits in federal court, OPA seeks 
injunctions and damages totaling almost 
$12,000. According to OPA, dealers 
charged from 2c to 2.7c over the ceiling 





OIL-LAW-GRAM Service 


Complete texts of all orders or amend- 
ments digested in oil orders can be had 
from Platt’s Oil-LAW-Gram, 1213 West 
Srd street, Cleveland 13, Ohio. Minimum 
charge single copies $1. Copies of these 
texts are always in stock but large orders 
can be promptly filled by repriating as plates 
and stencils are also kept. 

Complete daily Oil-LAW-Gram service, 
with necessary binders, $100 per year in 
advance. 

Due care and judgment have been taken 
in preparing and publishing these digests 
and in reproducing the original texts but 
the publisher does not warrant their abso- 
lute legal completeness nor accuracy. Im- 
portant decisions by the reader should be 
made only after careful study of complete 
texts. 
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Non-Stop Service For 
Petroleum Shippers 


Since ours is exclusively a crude oil and 
petroleum products service, the tows move 
non-stop without having to wait to pick up 


general cargo at points along the waterways. 


This has 


resulted in a through service direct to terminals with less 
time lost, and gets crude oil into refinery channels fast- 
er, quickens turnover, facilitates marketing, and results 


in profit to the shipper. 


Since we operate our own boats 


and barges over the entire petroleum waterway route, 
our service eliminates the delays and confusion some- 
times brought about by the use of connecting carriers. Day 
or night, rain or shine, our vessels tow their barges straight 


through to destination. 


Butcher-Arthur’s more than 100 


pieces of specialized equipment, owned and chartered, 
serve more than 350 terminals in approximately 250 cities, 
giving bulk transportation at bulk rates along the Intra- 
Coastal Canal from Corpus Christi to Carrabelle, Florida, 
and up the Mississippi River and its tributaries to Mid-West 


and Eastern terminals. 
business picture. 
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Put oil-by-barge in your post-war 







Although working at ca- 
pacity, we can often 
take a spot haul of pe- 
troleum products; con- 
sult us regarding your 
transportation problems 
—no obligation, of 
course. 


BUTCHER-ARTHUR Inc. 


BUTCHER ALLIED I 


HOUSTON 


BROADWAY 
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under the pretense that it was premium 
gasoline. 

“Although there is no more rationing of 
gasoline, dealers must still keep price rec- 
ords required by the OPA and must con- 
tinue to observe price ceilings on gas and 
fuel oil,” said James F. Riley, Director, 
Metropolitan OPA, 


Robert S. Ellison, One-Time 
Stanolind President, Dies 
Special to NPN 
MANITOU, Colo.—Robert S. Ellison, 
69, former president of Stanolind Pipe 
Line Co., died here suddenly Aug. 16. He 
came here from Tulsa in 1940 upon re- 
tiring from Stanolind which he had 
headed for 10 years. He joined Midwest 
Refining Co. in 1916 and was vice presi- 
dent when Stardard bought it and was 
transferred to head the pipeline com- 
pany. An active civic worker, he was 
particularly interested in the Boy Scouts. 


Moses F. Lackey Dies 


Special to NPN 

LITTLE ROCK, Ark. — Moses F. 
Lackey, retired oil company sales execu- 
tive, died at his home here on Aug. 14. 
He was 68. 

Mr. Lackey advanced from tank 
wagon driver with the old Pierce Oil Co. 
to division manager of Pierce’s market- 
ing operations, and after nearly three 
decades with that cempany spent sev- 
eral years as assistant district manager 
for Sinclair Refining Co. in Missouri, 
Kansas, Iowa and Nebraska. 


Heart Attack Fatal to Kinney 
NPN News Bureau 
TULSA—George W. Kinney, 68, in- 
dependent oil producer and active civic 
leader, died suddenly following a heart 
attack at his home here Aug. 16. A 
native of Pennsylvania, he joined the 
Gulf Oil Co. in 1903 and was sent to 
Texas. Three years later he was trans- 
ferred to Tulsa, and was in charge of 
construction of Gulf’s first pipeline in 
the Glenpool field. He accepted the 
position of head of production for the 
Charles Page interests in 1908, and 13 
years later went into business for him- 
self as an independent operator. 





Thomas J. Hickey, Sr., Dead 
Special to NPN 

LITTLE ROCK, Ark. — Thomas J. 
Hickey, Sr., 42, manager of the Arkansas 
division of the Standard Oil Company 
of New Jersey, died here of a heart at- 
tack on Aug. 11. 

A native of Bridgeport, Conn., Mr. 
Hickey joined the Standard Oil Com- 
pany in 1923. He assumed management 
of the Arkansas Division May 15, 1944, 
succeeding J. T. Rhodes, who was trans- 
ferred to Memphis. 

In addition to his widow, he is sur- 
vived by a son, Thomas James Hickey, 
Jr.; two daughters, Dale Bruce and 
Mary Ellen; a brother, Andrew J. 
Hickey of Bridgeport, Conn., and a sis- 
ter, Mrs. W. E. Noblin of Jackson, Miss. 
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Equipment Personals 








Elmer Nall, who for the last thirteen 
veurs has been running what he calls 
“NH Nall Farms,” up at Spencer, Wis., 
raising steaks, chickens, eggs, et cetera, 
for himself and lately for the war, is now 
looking longingly at the oil business. He 
just resubscribed for National Petroleum 
News. He will be remembered as rep- 
resenting the American Can Co. at Chi- 
cago for many years, and for his »vork in 
pioneering the tight can as a package for 
retail motor oil sales. 


o ° 


Promotion of L. R. “Bob” Stucky to 
the position of zone manager for Bal- 
crank, Inc. has been announced by K. S. 
Clapp, vice president. Mr. Stucky’s 
headquarters will be in Long Island City, 
N. Y. 

Working with Mr. Stucky will be 
Harry Hyder, widely known by oil com- 
panies and automotive wholesalers in 
connection with service work. 

° . oO 

Arthur W. “Terry” Terwilliger has 
been named production manager of The 
Chek-Chart Corp. 

Before joining Chek-Chart, Mr. Ter- 
williger was Midwestern manager for 
Airadio Inc., a subsidiary of Northam 
Warren Corp., in charge of procurement 
and expediting of materials. 


° o 


E. F. Tomlinson of the B. F. Good- 
rich Co, recently made formal announce- 
ment of the selection of Donald W. 
Fairbairn to manage the Detroit district 
of the Industrial Sales division of the 
company. 

Mr Fairbairm succeds Ralph Mc- 
Peake, who is retiring from _ business 
ifter managing the Detroit division 
since 1938. 

Assisting Mr. Fairbairn will be Wal- 
lace J. Habermas, manager of the auto- 
motive section of the district and J. O. 
Trinkle, who will manage the industrial 
section, 

Oo 

John L. Collyer, president of The 
B. F. Goodrich Co., has been re-elected 
1 member of the Board of Trustees of 
Cornell University for a five year term. 


He was an oarsman at Cornell in his | 


undergraduate days and president of his 


raduating class. 


° © o 


Panther Elects New Officers 


FORT WORTH, Tex.—Announcement 
is been made of the election of the fol- 
wing officers of the Panther Oil & 
Grease Mfg. Co., following the death of 
Carl Wollner, president, on July 7: 
President, A. M. Pate, Sr.; Ist vice 
esident, A. B. Canning; vice president 
d treasurer, Carl Shanks; vice president, 
H. Beall; secretary, A. M. Pate, Jr.; 
sistant secretaries, R. H. Wyatt and 
Geo. I. Billingsley. 


GUST 22, 1945 











Leakage is something 
you don't have to worry about 
with Inland Steel Containers. 


This shows how 
the five thick- 
nesses of steel 
form a chime. 


These V-shap- 
ed rolling 
hoops do not 
\ flatten out or 
dent easily. 








Section through lug type 
closure that is liquid- 
proof, airtight and sift- 
proof. 





Protection bead on pails 
adds materially to its 
strength and utility. 





Offset bottom, an impor- 
tant design feature of all 
Inland Steel Container 
pails permits containers 
to be stacked and rolled 
together. 














Capacity 2 gal. to 55 gal. 


INLAND STEEL CONTAINER (C0. 
Container Specialists 


6532 SOUTH MENARD AVENUE, CHICAGO 38, ILLINOIS 
PLANTS AT: CHICAGO oe JERSEY CITY ° NEW ORLEANS 
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ou’re looking at... 
Modern Fire Protection 


You learn some amazing things about modern fire protection 
when you see how quickly C-O-TWO detects and extinguishes 
fires. In the first place, there will be no clean-up or mop-up 
after a fire. Hence no shut down. Carbon dioxide gas is the 
fastest non-damaging fire killer. Portables with the famous 
C-O-TWO Squeez-Grip valve are so easy to operate that even 
a child can use them. C-O-TWO Smoke Detecting cabinets and 
Fire Extinguishing Systems, with the original C-O-TWO pres- 
sure operated release, can be installed in your plant to protect 
a number of spaces from one battery of cylinders. Electrical 
fires can be controlled without damage to valuable machinery. 
indeed, C-O-TWO is the most modern method of fire protection. 
It’s Safer .. . It’s Faster. 


C-O-TWO Kills Fire . . . Saves Lives ... It’s Modern 


i 


a | -: 
MAND PORTABLES ' 
| WITH FAMOUS SQUELET.ORIP VALVE WHEELED TYPE PORTASLE HOSE REM SYSTOM 


rf SMOKT OATECTOR FOR 1 OR 2 SPACES 


C-0-TWO FIRE EQUIPMENT COMPANY 


NEWARK 1 NEW JERSEY 
Sales and Service in the Principal Cities of United States and Canada 
AFFILIATED WITH PYRENE MANUFACTURING COMPANY 











Action Delayed On Dissolving 
Gas Conservation Committee 


Special to NPN 

BATON ROUGE, La.—Gov. Jimmie 
Davis so far has not acted on the recom- 
mendation of the Louisiana Natural Gas 
Conservation Committee that it be dis- 
solved and its functions be taken over 
by its chairman and direcior, Col. P. A 
Frye. aud ins staff, under direct super 
vision of t.e Governor. 

The advisory group  wianimoush 
adopted the resolution offered by Ex 
Gov. Sam Jones, a member, declaring 
that it had complete confidence in the 
ability of Col. Frye to carry out the gas 
conservation policies of the Legislature, 
Governor, and Siate Liquidatiin Board 

The Committee was appointed by 
Gov. Davis early this year and was 
given a $100,000 appropriation by the 
State Liquidation Board, with mail vote 
approval by the Legislature. 


Texas Awarded Judgment 


Special to NPN 
AUSTIN — The State of Texas has 


| been awarded a judgment of $25,988 in 
| district court here against the Superior 


Oil Company for gross production taxes 
on natural gas. 

The suit originally filed asked for $30,- 
093 including interest and penalty, but 
the judgment denied the interest and 
penalty pleas, pointing out that there was 
no argument between the company and 
the State as to the amount of produc- 
tion, but only as to the method of cal 
culating the tax. 

According to the petition the com 
pany had already paid taxes totaling 
$100,802 on its production from Aug. 1 
1943, through May, 1945. 


NCIPA To Meet In Chicago 


Special to NPN 
INDIANAPOLIS—Meeting of the Na 
tional Council of Independent Petrole 
um Assns. has been called for Aug. 28 
at the Bismark hotel, Chicago. In an 
nouncing meeting, Chairman Thatcher 
said a draft of the material prepared to 
be presented before the O'Mahoney 
Senate Investigating Committee will b: 
available, and many postwar problems 
will be developing which will requir 
serious consideration. 





Coming Meetings 





SEPTEMBER 
North Carolina Oil Jobbers Assn., Mayview 
Manor, Blowing Rock, N. C. Sept. 10-11. 


OCTOBER 
American Gas Association, annual meetin 
auditorium of the Engineering Societi¢ 
Building, 29 West 39th Street, New Yor! 
City, Oct. 24. 


NOVEMBER 
South Dakota Oil Men’s Assn., fall conventior 
Watertown, S. D., Nov. 26-27. Tentative 
DECEMBER 


Nebraska Petroleum Marketers, Dec. 4-5-6. 


Wisconsin Petroleum Marketers, Dec. 11-12 
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Build ‘Postwar’ Bulk Plant After Fire; Cut Costs 


NPN News Bureau 
CLEVELAND—Neither on the draw- 
ing board nor in the dream or blueprint 
state, but actually in operation, is a 
brand new postwar bulk plant. The 
plant in Vernon, Texas, built by the oil 
division of the W. T. Waggoner Estate, 
has reduced evaporation and_ handling 
losses. It has decreased by more than 
50 the time consumed in_ loading 
trucks, and greatly reduced fire hazards, 
company executives say. 
The plant, with a _ present daily 
100,000 gallons. 
But the daily capacity of the plant is 
ipproximately 500,000 gallons., It is 
loading trucks at a rate of 400 gallons 
per minute. The cost of the installa- 
tion amounted to $25,000. This figure is 
nflated due to the urgency of building 
the plant, and wartime building and ma- 
erial costs. 


throughput averages 


Included in Figure 


Included in this figure are pumps, 
1eters,; piping, labor, an addition to an 
fice building, bulk oil warehouse, 
lriveways, electrical work and materials. 
\lso included is the cost of a line from 
he company’s refinery, across the road. 
This line was built under the highway 
nd railroad tracks, thus removing the 
lant and loading facilities from the re- 
nery. It also permits the operation of 
service station, the manager and help- 

of which are also used in truck- 
iding operations, including making 
ckets and other paperwork. All ac- 
uunting principles have been stream- 
1ed so that the paper work is com- 
ted before a transport is loaded. 
Late last fall a fire destroved most of 
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last Autumn) to pay for itself. 
bulk plant in operation. 


When V-J day came, a modern, streamlined postwar bulk plant was in oper- 
ation at Vernon, Texas, with the latest equipment and on a basis that will 
save enough over the old plant (shown above as it was destroyed by fire 
Here is a story of the country’s first postwar 
Marketers will find some novel ideas for use in 
their own postwar expansion programs 


the company’s old bulk plant. Up to 
then all products had been loaded in 
tank trucks by gravity from elevated 
storage tanks. Originally there were 12 
of these tanks, of which eight were de- 
stroyed, together with the warehouses 
and loading racks. Those not damaged 
are used to handle kerosine, U. S. Mo- 
tor, Diesel oil and naphtha, flowing by 
gravity to the loading racks. 

Following the fire, Waggoner ex- 
ecutives say, WPB and PAW cooperated 
to the fullest extent in helping the plant 
to get back into operation. The com- 
pany was making large avgas deliveries, 
in addition to supplying petroleum prod- 
ucts for the surrounding agricultural 
area. There was some difficulty in se- 
curing pumps and motors. But these 
items were “rush ordered” at the in- 
ception, and by the time the construction 
program had advanced to the stage 
where the equipment was needed, it had 
arrived. Wherever possible, all new 
pipe and fittings were used. Scrap pipe 
was used in building the frame work 
for the docks. 

It was decided rather than replace the 
destroyed tanks, to pipe the major por- 
tion of the products direct from the re- 
finery storage to the tank trucks at the 
bulk plant. The Waggoner refinery is 
located directly across a paved highway 
from a bulk plant, a distance of ap- 
proximately 750 feet. 

Three 6-inch lines were laid under 
the highway between the refinery and 
the loading pumps and tied to the pumps, 
as shown in illustration “A”. The pumps 
are located immediately outside of the 
plant yard. (See illustration “D”). Three 
400 gallon-per-minute pumps are used 
for handling Ethyl, “Q”, and aviation 









gasoline. They have a flooded suction 


and a pressure head of 30 feet. 


The main loading racks are equipped 
with 3-inch outlets. It was found that 
this size gave the maximum flow neces- 
sary in proportion to the 6-inch delivery 
lines from the refinery. It was also de- 
termined that 4-inch outlets would be 
too large, and that it would be harder 
to control spillage due to increased vol- 
ume loading. The six 3-inch outlets 
on each side of the rack allow two trucks 
to load simultaneously. 


Designed for Fast Action 


The loading assemblies (see illustra- 
tion “B”) are designed for fast action, 
and include a number of ideas that ac- 
count to a large extent for the 50% time 
saving over old methods, the company 
management says. 


The assemblies are equipped with ex- 
tension sleeves, swing joints, slow clos- 
ing and _ self-closing valves, and are 
counter balanced. The platform is built 
of sufficient height to permit the loader 
to easily step from the rack to the top 
of the truck. (See illustration “C”). 


The self-closing valves are operated 
by ropes extending from the valve lever 
to the end of the spout. These valves 
are near the counter balances and ordi- 
nary sash cord leads to the end of the 
spout. The operator stands at the end of 
the transports and releases the self-clos- 
ing valve when the compartment is al- 
most filled. When the spout is raised, 
what little remaining gasoline in the 
spout is held in the line until the next 


loading. These self-closing valves per- 
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ency and speed. 


mit the loader carefuly to measure the 2-inch loading spouts are used instead 
amount of gasoline. of 3-inch. 

The smaller rack, built to take care The slow closing valves eliminate a 
of small trucks, and which does not in- large amount of line shock. But in 
terfere with the loading of the large order to reduce this further, and pre- 
rack designed for handling 4000 gal- vent line shock on the meters and other 


lon and larger transports, has equipment equipment, shock absorbers have been 
similar to the larger rack, except that installed on each riser. These are lo- 








* Lubricating oils and greases... 
automotive, aircraft and industrial; hydraulic fluids; 
quenching oils; shock absorber fluids; grinding and 
cutting compounds; ice preventive oil; floor oil; 
reclaiming oil; sealer wax; graphite flakes; rust 
preventive; Fullers’ earth. 


90% to 95% in good condition 


For sale to highest bidder on the basis of informal 
written offers. Seller reserves right to accept or 
reject any offer; or withdraw any or all items. 


For complete description, location, and condi- 
tions of sale, write to the nearest disposing agency 
listed below and ask for special listing W PP-2. 


A Disposal Agency Designated by the Surplus Property Board 
Agencies located at: Atlanta « Birmingham e Boston e Charlotte 
Chicago « Cleveland « Dallase Denvers Detroit» Helenae Houston 
Jacksenville « Kansas City, Mo. « Little Rock e« Los Angeles 
Louisville « Minneapolis « Nashville « New Orleans « New York 
Oklahoma City « Omaha e« Philadelphia e¢ Portland, Ore. 
Richmond e« St. Louis e Salt Lake City « San.Antonio 
San Francisco « Seattle « Spokane 75 
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V-J Day Was Celebrated At This New Plant By Pumping 100,000 Gallons 


A—Three 6-inch lines between the Waggoner refinery and B—View of the loading racks. The main rack is for transports. 
bulk plant tie in to the loading pumps as shown above. the smaller for compartment tanks of small capacity and 
Three 400-gal. per minute electric driven pumps handle Ethyl, drum loadings. Racks are equipped with remote control 

“Q” and Avgas buttons, shock absorbers, and other arrangements for effici- 
Self-closing valves are operated by ropes 


cated beneath the loading platform, as 
shown in illustrations “B” and “C”. 
They act as a bumper against line pres- 
sure. If the line is closed after load- 
ing, the shock absorber takes up the 
shock until the pumps are shut off. As 
shown in illustration “A”, each pump 
has a by-pass. This permits the prod- 
uct to circulate when the line is closed 
and when the pumps are shut off the 
shock absorber catches the rebound. 
Each rack is equipped with remote 
control buttons to operate the loading 
pumps. These buttons are located .-at 
the head of each stairway leading to the 
rack. They are plainly lettered with 
each product handled by each pump. 
This, together with all gate valves from 
the tanks and pumps being painted to 
correspond to the product handled, 
eliminates chances of mistakes. Ethyl 
valves are painted red; “Q” gasoline 
valves orange; aviation gasoline valves, 
blue. The attendant in going up the 
rack presses the desired button, loads 
the truck, and in leaving the rack, presses 
another button shutting down the pump 


Use is made of meters wherever pos- 
sible. Photograph “C” shows how 4- 
inch meters are installed to measure 
various products handled through the 
pumps. In order to decrease the time 
element in handling trucks through the 
station, meters of small capacity to serv- 
ice fuel tanks of the trucks are used at 
the end of each loading rack. These 
meters handle premium and_ regular 
gasoline. 


Another time-saver is the installation 
of air connection and hose. This _per- 
mits the drivers to check their tires and 
keep them up to the proper inflation 
while being loaded. 


A careful study was made of the 
lighting requirements of the plant. The 
result was efficient lighting for night 
loading. Flood lighting is directly over 
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No Postwar Reconversion Headaches For This New Texas Bulk Plant 


mx 


C—Four-inch meters measure products handled through the pumps. 
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To further save time, meters of small capacity to 


service fuel trucks were installed at the end of each loading rack. Note the shock absorbers on each riser, located be- 


neath the loading platform 
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D—General view bulk plant installation. 


The pumps immediately outside of the plant's yard, are shown at the left. 
four elevated tanks are used to handle kerosine, U. S. motor, Diesel oil and naphtha. 


The 
Eight tanks destroyed by a fire were 


not replaced. The major portion of the products are now piped from the refinery to the bulk plant directly to the trucks 


man-holes. 
with 


the transport They are va- 
underground conduits. 
augmented by large flood 
lights on poles outside the yard proper. 

Everything has been carefully thought 
‘f for the speed, comfort and efficiency 
f the plant, as well as safety. The 
anopy over the racks extends over the 
trucks so in case of rain, no water will 


por proot 


These are 


nter the compartments. Concrete drive- 
vays sloped to 
tructed 


a drain pipe were con- 
rack. An_addi- 
yn was made to the office building, see 
“B”, so that the station su- 
could have a full view of the 
ntire plant. The warehouse, so placed 
hat lube oil and barrel storage can be 
indled in the minimum time, was built. 

The management naturally was fire 
\inded. Proper fire fighting equipment 
as installed. The racks were built as 
far from the refinery storage as possible. 


under each 


llustration 
ervisor 
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In the event of a fire at the out- 
lets, there would be danger of a “back- 
fire” to the refinery tanks. The valves 
are self-closing and when the sash cord 
is released the valve automatically 
closes. It is a simple matter to shut 
down the pumps outside of the sta- 
tion itself. As a double precaution, the 
pumps are equipped with duplicate 
switches. 


Additional fire protection is provided 
by conveniently located 75-pound car- 
bon dioxide wheeled, portable  extin- 
guishers, together with carbon dioxide 
hand extinguishers located in 
parts of the plant. 


various 


The building of this plant, company 
officials say, has permitted the handling 
of a larger volume with the same man- 
power. This is due to faster loading, 
resulting in being able to handle a 


greater number of trucks. They point 
out that the overhead is primarily static, 
and that volume can be increased with- 
out any appreciable increase in costs. 

The Waggoner estate is a trust headed 
by Mrs. Ella Waggoner, trustees, and 
two sons, E. P. and Guy L. Waggoner, 
and a grandson A. B. Wharton, Jr. The 
oil division owns over 550,000 acres of 
North Texas land on which there are 
approximately 2000 oil wells. The com- 
pany has its own pipeline system both 
for crude oil and natural gasoline from 
its own natural gasoline plant. Ship- 
ments over and above the bulk station 
requirements are handled by the com- 
pany’s 165 tank cars. In addition to 
Mr. Shanor, manager of the oil divi- 
sion, other executives include J. O. 
Walkup, manager of the refinery; K. M. 
Moore, assistant manager; H. D. Moore, 
general sales manager. 














Oil Markets 


Market Reports 


ATLANTIC COAST—Prices continued 
firm at current levels and no changes are 
expected until Sept. 1 at which time 
Dist. 1 revenue price increases will be 
removed. The only products shortage re- 
ported was in the New England area, but 
that was said to be only temporary. 
Marketers generally reported that “They 
can’t tell where they stand until 
ventory reports are completed.” 


in- 


2 2 Q 
CALIFORNIA — No price changes 
reported. Some excess of gasoline ex- 


pected, but regular gasoline markets ex- 
pected to develop rather quickly into a 
satisfactory volume. 

Some speculation on future for pre- 
mium gasoline in face of 
wages. 


diminishing 


7 Q Q 


GULF COAST — Prices remain un- 
changed. Refiner of gasoline reported 
that for the first time in many months 
he was “unable to see the bottom of his 
tanks.” There was no disclosure on what 
plans are for raising of octane rating on 
regular or premium gasoline. One re- 
finer said he was “waiting for one major 
company to take the lead.” That supplier 
said however, that no immediate action 
was expected until revocation of directive 
59. Transportation was reported in “good 
shape.” 

2 ced 2 

MIDWEST—Sudden death of gasoline 
and fuel oil rationing on Aug. 15, was 
a complete surprise to many Midwest 
refiners and marketers. Gas thirsty mo- 
tor cars created large demands for the 
refiners in this area. Lifting OPA re- 
strictions permits full station inventories, 
many of which have long been below 
normal. Long lines of autos emptied 
tanks of majority of service stations in 
and around Chicago taking advantage 
of the first couponless fuel since Dec. 1, 


gasoline demands to be heavy for about 
three weeks, but would then find their 
level. 

Momentary resulted from 
many conflicting reports on cancellation 
of various regulations. 

Refiner reports that he does not ex- 
pect any immediate change in Penn 
neutrals as result of V-J Day. Tight 
situation will probably continue at the 
present price levels. Bright stocks, how- 
ever, may ease up very quickly if mili- 
tary cut back 
another refiner. 


oQ oO o 


MIDCONTINENT—No price changes 
were reported during the week. Refiners 
reported they expect no immediate price 
change, even if OPA is dismissed. Re- 
finers said end of gasoline rationing has 
brought strong call for ethyl and regular. 
Transportation reported in good shape by 
majority of refiners contacted. 

Three cars Grade 26-70 natural gaso- 
line were reported sold this week at 
1.5c f.o.b, Group 3; sellers quoted 4.5c. 


confusion 


contracts are soon, said 





N.P.N. Gasoline Index 


Dealer Tank 

ye A Car 

Cents Per Gal. 
August 20 10.34 6.72 
Month ago 10.27 6.72 
Year ago 10.51 6.80 
Dealer index is an average of “undivided” 


lealer prices, ex-tax, in 50 cities. 

Tank car index is weighted average of fol- 
lowing wholesale markets for regular-grade 
gasoline, FOB refineries or terminals: Okla., 
Mid-Western, W Penna., Calif., N. Y. Harbor, 
Philadelphia, Jacksonville, Boston and Gulf 
Coast. 





Daily Av. Pennsylvania Crude Runs 


(Compiled by National Petroleum Assn. from 
reports of all companies refining Pennsylvania 
crude. Figures in bbls.) 


Week Ended Week Ended Week Ended 


Two cars Grade 26-70 natural gasoline 
were reported sold at 4.125c, f.0.b. Breck- 
enridge; sellers quoted 4.125c. 
° a ° 

PENNSYLVANIA All re- 
mained unchanged throughout upper and 
lower fields. Refiners reported there is 
no indication of an immediate improve- 
ment in supplies of petrolatums since the 
majority of refiners are so far behind on 
orders, the shortage is expected to con- 
tinue for the next six months, or at least 
as long as there is a scarcity of vegetable 
tats. 

Neutrals and bright stocks have not 
eased and outlook will depend largely on 
action taken with regard to lend-lease. 


prices 


There were few cutbacks in light fuel 
oil orders reported since extensive portion 
of fuels are going to industrial users, 
especially the steel mills. 

Gasoline supplies were a little spotty 
but increased demands have met 
without difficulty. 


been 





CRUDE PRICES 


Since changes in crude oil prices 
are so few, the two pages of crude oil 
price tables hereafter will be printed 
only when there are sufficient changes 
in prices to warrant. 

In the meantime a record is being 
kept in the Cleveland office of NPN 
and OILGRAM from which the pub- 
lishers will be glad to make proofs, 
or letters or affidavits as to what the 
prices are, and without charge to reg- 
ular subscribers. Changes in crude 
oil prices will be specially noted in 
this market section when made. 


Crude Price Changes 
No price changes reported for week 
ending Aug. 15. 
For latest table of crude prices pub- 
lished see NPN July 25, pages 66, 67 
and 64. 














9 ; “oe an August 4, 1945 ly 28,1945 August 5, 1944 
1942. One refiner said he expected E81 982 Je 62.680 62,000 ‘ 
Summary of Daily Gasoline Prices (August 13 to August 20) 


U. S. Motor (ASTM octane) 
76 octane Ethyl: 
Oklahoma...... ee TO ea ee 
Mid-Western (Group 3 basis)..... 
N. Tex. (For shpt. te Tex. & N. M. 
W. Tex. (For shpt. to Tex. & N. M. 
70-74 octane: 
TS i en re le oe ce 
Mid-Western (Group 3 basis)........... 
N. Tex. (For shpt. to Tex. & N. M. 
W. Tex. (For shpt. to Tex. & N. M. 
63-66 octane: 
see ia ss a gad wa n't 
Mid-Western (Group 3 basis)............ 
N. Tex. (For shpt. te Tex. & N. M. 
W. Tex. (Fer shpt. to Tex. & N. M. dest’ns. 
60 octane & below: 
ice ch awa ekikeieeses 
Mid-Western (Group 3 basis)... .. 
N. Tex. (For shpt. te Tex. & N. M. 
W. Tex. (For shpt. to Tex. & N. M. 
Motor Gasoline, 70-74 oct. 
POGOe MOON MUNOR, | og 5. sos cccevcecccves 
New York harbor, barges 
Philadelphia district................0005 
Baltimore district................. 
Motor Gasoline: 
Western Penna. Beadford-Wagren: 
: “Q” Gasoline, Min. 70 Oct. (ASTM).... 
Western Penna. Other Districts: 
“Q” Gasofine, Min. 70 Oct. (ASTM) 


Note: To conform with Article IV of MPR 88 as amended August 15 we are substitutinz 70-74 oct 
continue to include in this group, Housebrand quotations 
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Monday Friday 
August 20 August 17 
6.75 6.75 
6.75 6.75 
7 (2 ; (2 
5.875 3 875 
5.875 5.875 
5.875 5.875 
5.875 3.875 
5.625 (1 5.625 (1 
5.625 (2 5.625 (2 
5.625 (1 3.625 (1 
5.625 (2) 5 625 (1 
3.25 3.25 
5.2 - 5.23 5.2 = 5.25 5 
$.2 -3.3 $8.2 - 5.25 5 
5.25 3.25 
9.075 9.075 
8.5 —- 8.975 8.5 - 8.975 8 
9.075 9.075 
8.825 8.825 
7.625- 8.225 7.6235- 8.225 7 
7.725 7.725 


Thursday 
August 16 


Tuesday 


Wednesday 
5 August 14 


August 15 


6.75 6.75 6.75 
6.75 6.75 6.75 

7 7 7 

7(2 7 (2 7 (2) 
5.875 5.875 5.875 
5.875 5. 875 5.875 
5.875 3. 875 §.875 
5.875 3.875 5.875 
5.625 (1 3.625 (1) 5.625 (1) 
5.625 (2 5.625 (2) 5.625 (2) 
5.625 (1) 5.625 (1) 5.625 (1) 
5.625 (1 3.625 (1) 5.625 (1) 
5.25 3.25 5.25 

2 - 5.25 5.2 - 5.25 5.2 - 5.25 
2 -5.2 §.2 - 5.25 §.2 - 5.25 
5.25 3.235 5.25 
9.075 9.075 9.075 

5 - 8.975 8.5: - 8.975 8.5 - 8.97 
9.075 9.075 9.075 
8.825 8.825 8.825 
626-8 225 7.625- 8.225 7.625- 8.225 
7.725 7.725 7.725 

. ASTM for the old 72-74 oct. ASTM. We 
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American 


a sem Institute figures in Daily Refineries inc. Gas Oil & Residual Total 
fama ep arrets of 42 gal. each. Average Crude Natural Kerosine Dist. Fuel Oil Fuel Oil Stocks 
gure: lude reported totals plus es- 77 . : : . : 
imate of unreported amounts and are Runs to Stills Blended Production Production Production Kerosine 
herefore on a Bureau of Mines basis. ) Week Ended Week Ended Week Ended Week Ended Week Ended Week Ended 
Districts Aug. 11 Aug. 4 Aug. 11 Aug. 4 Aug. 11 Aug. 4 Aug. 11 Aug. 4 Aug. 11 Aug.4 Aug. 11 Aug. 4 
NS Sth gD ain Wiiving als Awe ote 811 822 1,483 2,058 171 232 1,170 983 1,686 1,685 4,187 4,375 
ppalachian (Dist. 1) 100 100 328 356 56 53 81 77 90 82 156 316 
ppalachian (Dist. 2) 60 63 189 189 14 3 50 47 105 107 248 356 
Ill., Ky, 821 807 2,969 2.887 242 241 709 593 °1,066 1,034 2,254 251) 
)kla., Kans., Mo. 394 388 1,374 1.468 113 116 177 409 170 181 875 926 
land Texas : ay 244 223 1,021 954 80 80 148 124 146 138 267 258 
xas Gulf Coast eS 1,238 1,230 3,791 1,088 5038 416 1,318 1,260 1,801 1.893 1,502 1,172 
uisiana Gulf Coast 262 277 853 9438 256 230 332 342 418 315 6584 789 
La. & Arkansas sl 74 238 211 55 40 67 76 132 143 351 192 
ky Mt. (Dist. 3) 14 13 31 6 6 11 9 26 24 15 15 
cky Mt. (Dist. 4) 119 114 360 1] 3 104 83 223 235 105 109 
lifornia 928 966 2,503 35 38 615 755 2,971 3,014 102 101 
tal U. S.—B. of M. Basis ey 5,072 5,077 16,053 1542 1,458 5,082 4,758 9,434 9,451 11,046 11,420 
S.—B. of M. Basis, Aug. 12, 1944 4,546 1,438 4,799 8,100 12,194 
Total Stocks Total Stocks ——Gasoline Stocks 
Gas oil and Residual ® Military Civilian Percent Daily Refining Capacity Reporting 
Distillates Fuel Oil and Other®® Grade East Coast, 99.5; Appalachian (Dist. 1) 76.8, 
Week Ended Week Ended Week Ended Week Ended (Dist. 2) 81.2: Ind.. Il.. Ky.. 87.2: Okla.. 
Districts Aug. 11 Aug.4 Aug. 11 Aug. 4 Aug. 11 Aug.4 Aug. 11 Aug. 4 one Bin TRG. Talend Texas S08: Teuns 
st . oast : 9,630 9,287 6,212 6,508 5,741 6,025 8,271 7,922 Gulf Coast. 89.3: Louisiana Gulf Coast, 96.8 
ppalachian (Dist ] 414 755 263 247 1,765 1,362 1,230 1,205 ‘ « SSC en \ 
ppalachian (Dist. 2 128 250 168 163 245 248 1,103 727 ae oe Mg agg a : r: a . 
1, Il, Ky 5,165 5,210 2,757 2,681 5,942 5,903 12,857 412,590 Ciist. 3) 2e.d; (iat. co 8, Se, 
Okla., Kans., Mo 2,416 2,142 1,393 1,409 1,666 1,570 6,356 6,761 87.3; Total U. S.—B. of M. Basis Aug. 11, 
land Texas 450 397 975 988 1,015 935 1,710 1,765 1945 85.8; Total—B. of M. Basis Aug. 4, 
xas Gulf Coast 5,411 5,537 5,396 5,341 10,181 10,180 5,660 5,504 1945 85.8. 
usiana Gulf Coast 1,767 1,854 1,087 1,245 1,906 1,868 2.639 2.027 
La. & ansas 3¢ 742 23 21 50 5 2,07: 2,418 . nr 
~ Mt — } — ‘= a + o et a — Gasoline Stocks (Millions of Barrels) 
ky Mt Dist. 4 348 321 615 639 632 582 1,453 1,507 
California 10,194 10,206 23,790 23,371 10,128 9,724 3,495 3,644 
tal 1 S. B. of M. Basis 36,977 36,721 42.927 42,842 39,381 438,661 46,926 46,151 
S B. of M. Basis 
Aug. 12, 1944 39,414 57,222 36,580 43,135 
“Includes aviation and military grades, finished and unfinished, title to which remains in 
name of the producing company; solvents, naphthas, blending stocks currently indeterminate 
to ultimate us 11,221,000 bbl. unfinished gasoline this week, compared with 11,504,000 bbl. 
year igo 
*°These figures do not include any gasoline on which title has already passed, or which the 
litary forces may have in their own or leased storage. 
+t Revised 
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U. S. 


America 


Crude Oil Production 


n Petroleum Institute figures) 
WEEK ENDED 


Barrels arrels 
(Daily Average) 
Aug. 11 Aug. 4 
Oklahoma °391,000 390,850 
Kansa °268.250 257,550 
Nebraska °850 850 
Texas 2,223,300 2,222,750 
l jana 365,100 366,200 
Arkansa 79,900 80,050 
Mississippi 52,850 52,750 
Alabama 950 950 
I ida 200 200 
I is 198,450 203,100 
na 13,200 13,450 
tern Ill Inc « 

k excluded 64,750 65,700 
tuck) 29,800 29,550 
al 50,100 48,500 
M i 117,200 112,050 
Montana 20,400 20,350 
( rad 11,400 12,100 
N Mexico 102,850 102,850 
( ri 943,500 942,300 
U. S 1,934,050 4,922,100 
Ok Kans Neb figures are for week 

7:00 a.m., Aug. 2, 1945. 











Crude Oil Stocks 


(Bureau of Mines Figures in thousands of bbls.) 








Change 

from Gas Oil & Distillate Stocks (Millions of Bbls.) 
Grade or Origin Aug.4 Aug. 11 Aug. 4 
Penna. Grade 2.067 2,079 + 12 
Other Appalachian 1,354 1,368 + 14 
Lima-Michigan 943 937 — 6 
Illinois-Indiana 12,561 12,567 + 6 
Arkansas 2,678 2,577 —101 
Kansas 8,474 8.796 4-322 
Louisiana 13,266 13,127 —139 
Northern 3,347 3,269 — 78 
Gulf Coast 9,919 9,858 — 61 
Mississippi 1,369 1,367 2 
New Mexico 5,478 5.608 1380 
Oklahoma 32,188 32,395 207 
Texas 107,448 105,943 —1,505 
East Texas 18,975 18,220 755 
West Texas 31,311 31,331 20 
Gulf Texas 29.974 29,07 903 
Other Texas 27,188 27,321 133 
Panhandle 1,666 4,609 — 57 
North 7,012 6,927 — 85 
South 7,169 7,421 +252 
Other 8,341 8,364 + 23 
Rocky Mountain 6,624 6,620 — 4 
California 17,620 7,125 —495 
Foreign 3,312 3,589 277 


Total  gasoline-bear- 
ing in U. S 215,382 214,098 —1,28 
Heavy in California 4,708 4 12 
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OIL 
PRICE SECTION 
* 

At Refineries and 
Terminals and by 
Tank Wagon 


Prices herewith are reproduced from Platt’s 
OILGRAM Daily Oil Price Service, associated 
with National Petroleum News, whose repre- 
sentatives in all NPN-OILGRAM offices devote 
their time exclusively to reporting oil indus- 
try prices everywhere. 


Prices shown are actual sales prices, or quo- 
tations meaning sellers’ general offers or posted 
prices; for current sales and shipment; for the 
business day or period stated; except Tank 
Wagon prices, prices are for brik lots such as 
tank car and motor transport; barge or tanker 
cargo lot prices are identified; FOB refineries 
or terminals; in cents per gal. except where 
shown in bbls. of 42 gals.; ex all fees and 
taxes; for crude oil and its products lawfully 
produced and transported; reported as received 
by OILGRAM and National Petroleum News 
but not guaranteed; for subscribers’ private use 
only and not for resale or distribution or publi- 
cation. For further details of price conditions 
apply to any NPN-OILGRAM office or see back 
of any OILGRAM Price Service invoice. 

For complete price service delivered daily 
from nearest OILGRAM publishing office, New 
York, Cleveland and Tulsa, address Platt’s Price 
Service, Inc., 1213 W. 3rd St., Cleveland (18), 
Ohio. Annual subscription rate payable in ad- 
vance $100 per year train mail and $112.50 
per year air mail. 


Motor 
M) ex- 


WOTET IO Gasoline “i. * 
Prices 





cept where 
specified. 


Prices in Effect 


OKLAHOMA August 20 August 13 
76 oct. Ethyl... 6 75 6.75 
tt 5.875 5.875 
63-66 oot....... § 625 (1) 5.625 (1) 
60 oct. & below. 5125 §.25 

MID-WESTERN (Group 3 basis) 

76 oct. Ethyl... 6.75 6.75 
70-74 oct....... 5.875 5.875 
63-66 oct....... 5.625 (2) 5.625 (2) 
60 oct. & below. 5.2 —- 5.25 §.2 - 5.25 

N. TEX. (For ae to Tex. & N. M. dest’ns.) 
76 oct Ethyl... 7 
70-74 oct....... 5.875 ee 
63-66 oct....... 5.625 (1) 5.625 (1) 
60 oct. & below. 5.2 —- 5.25 §.2 -8.3 

W. TEX. (For shpt. to bn x. & N. M. dest’ns.) 
76 oct. Ethyl... 2) 7 (2) 
70-74 oct. ...... 5 a7 ° 5.875 
63-66 oct... .... 5 62 2 5.625 (2) 
60 oct. & below. 5.25 5.25 

CENT. W. TEX. (Prices to truck transports) 
a 6. 875-7 (2) 6. 875-7 (2) 
70-74 oct. 5.875 (2) 5.875 (2) 
67-69 oct Bath 
62 oct. & below. 5.25 (2) 5.25 (2) 

KANSAS (For Kansas destinations only 
76 oct. Ethyl... i i 72 7.3 
70-74 oct....... 6.2 6.2 
63-66 oct....... 5 9 (2) >.9 (2) 
60 oct. & below. &.5 5.5 

ARK. (For shipment to Ark. & La, 

76 oct. — ° é ( 7 (1 

Cat... eee 5.875 (1 3.875 (1) 

62 oct. ” ane we 

60 oct. & below, 

unleaded... .... 5.25, (1) $.25 (1 
WESTERN PENNA. (Motor gasoline 


Bradford-W arren: 


“Q” Gasoline Min. 

70 Oct. (ASTM) = 7.625 
Other districts: 
“Q” Gasoline, Min. 

70 Oct. (ASTM) 7.98 


725 


-8.225(a) 7.625-8.225(a) 


7.725 


25 
.a) Highs and lows for Schedule D area. in MPR 
respectively. 


88 and outside Schedule D area. 








otherwise | 





Pricesin Effect August 20 
CENTRAL MICHIGAN 
refinery group basis for shpt. within Mich.; shpts. 
may originate at plants outside Central group.) 


August 13 


U.S. Motor: (Oct. ASTM): 
0-74 oct....... 7.50 8. * ey 50-8 .125 
75-76 oct. 9-9, (2) 9-9.25 (2) 
Str. run gasoline, 
exeluding De- 
troit shpt...... 6 , 6 


OHIO 


(FOB Central Mich. | 


(S. O. Ohio quotations for statewide de- | 


livery and subject to exceptions for lecal price | 


disturbances). 





70-74 oct....... 8.235 8.25 
CALIFORNIA U.S. Motor: 
76 oet. (thyl)... 8 - 8.5 8 - 8.75 
ae ee 7 - 7.5 7 - 7.5 
65 oct. & below 

(3rd grade)..... §.75 (1 5.75 (1 
Kerosine, & Gas Fuel Oils 
OKLAHOMA 
41-43 grav. w.w... 4.375 4.375 
42-44 grav. w.w... 4.5 4.5 
Range oil........ 4 4 
Se Sa 3.875 3.875 
Ne. 1 straw...... eee or 
No. 2 straw...... 3.625 3.625 
Sl) ae 5 3.8 
Na. 6 fuel.... $0 90-$0.97 $0.90-$0.97 
ee.  wWensee. jjj§ seabed 
14-16 fuel........ $0.97 (1) $0.97 (1) 
MID-WESTERN (Group 3 basis) 
41-43 grav. w.w... 4.375 4.375 
42-44 grav. w.w... 4.5 4.5 
Range Oil........ 4 -4.1(2) 4 -4.1 (2) 
No. 1 p.w. 3.875 3.875 
No. 2 straw...... 3.625 3.625 
_ e eS ae 3.5 (a) 3.5 (a) 
Oe ere cee or 
eer ee $0.97 (1) $0.97 (1) 
a) Effective on and since August 6. 
N. TEX. (For shpt. to Tex. & N. M. dest’ns.) 
41-43 grav. w.w. 4.375 4.375 
42-44 grav. w.w... 4.5 (1) 4.5 (1) 
No. 1 ‘6 a sa. 3 875 1) 
No: fod en $0.97 (1 $0.97 (1) 

TEX. 

Ne 6fuel.... $0.97 (1) $0.97 (1) 
AM: ARILLO, TEX. (For shpt. to W. Okla. 
Tex. differential territory.) 
42-44 grav. w.w... 4.5 (1) - 4.5 (1) 
KANSAS (For Kansas destinations only). 
41-43 grav. w.w... No Price No Price 
42-44 grav. w.w... 4.7 4.7 
ee  Saeeeee 4.1 4.1 
Ol ae $0 .95-$1 .02 $0 .95-$1.02 
ARK. (For shipment to Ark. and La.) 
41-43 grav. w.w... ae 
42-44 w.w. kero... 4.5 (1) 4.5 (1) 
we BEA ae i oes 
Serre 3.625 (1) 3.625 (1) 
CSE OS eee 3.5 (1) 3.5 (1) 
Tractor fuel, for 

shpt. to Ark. 

pomts only.... 5.125 (1) 5.125 (1) 
Diesel fuel 52 & 

below.... i 4 (1) (1) 
Diesel fuel ‘58 & 

above. is 4.25 (1) 4.25 (1) 
WESTE RN PE NNA. 
Bradford- Warren: 
45 grav. W.W...... 6.5 - 7.55 6.5 - 7.55 
46 grav. w.w. 
No. 1 fuel. : 6.75(1&b) e (1&b) 
No. 2 ; * 6.125-7.125(2&b) 6.12 2&b) 
No.3 ”" 6.25-7.25(1&b) 6 sa ssh, 


36-40 gravity. ee. 6,625-6.75(2) 6.625-6.75(2) 


b) Highs and lows for Schedule D area, in 
MPR 88 and outside Schedule D area, respectively. 


Other districts: 


65 GTOV. WoW csccs 7 - 7.425 7 - 7.425 
46 grav. w.w.. 7.125-— 7.375 7.125- 7.375 
47 grav. w.w...... 7.375-— 7.50 7.375- 7.5 
POG: 2 Bi ao00c00 6.875- 7.175 6.875- 7.175 
ak. w63see 6.75 - 75 6.75 - 6.875 
St Serr eee 6.75 6.75 
36-40 grav. Pitts- 

burgh dist. prices 

exaluded....... 6.625- 6.875 6.625- 6.875 
CENTRAL MICHIGAN (FOB Central Mich. 


refinery group basis for shpt. within Mich.; shpts. 
may originate at plants outside Central group.) 


46-49 gravity w.w. 5.8 —- 6 5.8 -6 
P.W. Distillate... 5.5 5.5 
No. 3 gas, oil, Straw 5 5 
U.G.1. gas oil..... 4.5 (2) 4.5 (2) 
Fuel Oils (Vis. af 100). 
300-500 Vis..... 4.14 4.14 
100-300 Me 4.5 4.5 
OHIO O. quotations for statewide delivery) 
oo haven ee 7 z 





& | 


| 































Prices in Effect August 20 August 13 
CALIFORNIA 
40-43 grav. w.w... 7 7 
San Joaquin Valley: 
Heavy fuel..... $1.10 (2) $1.10 (2) 
Light fuel...... $1.20 (1) $1.20 (1) 
Diesel fuel. .... 4 (2) 4 (2) 
Stove dist...... 5 (2) 5 (2) 
Los Angeles: 
Heavy fuel.... $1.10 (2) $1.10 (2) 
Light fuel..... $1.20 (1) $1.20 (1) 
Diesel fuel..... 3.25 —- 4(2) 3.25 4 (2 
Stove dist...... 5 (1) 5 (1) 
San Francisco: 
Heavy fuel..... $1.15 (1) $1.15 (1) 
Light fuel...... $1.25 (1) $1.25 (1) 
Diesel fuel... .. 4.5 (1) 4.5 (1) 
Stove dist...... §.8 (2) 5.5 (1) 
NOTE: All above heavy fuels meet Pacific speci- 


fication 400; light fuel, spec. 300; Diesel fuels, 
spec. 200; and stove distillate, spec. 100. 


Lubricating Oils 


Prices in Effect August 20 August 13 


WESTERN PENNA. 

Priees are fer sala: made, or offers reliably re- 
ported, to jebbers & compounders only. 
Viscous Neutrale— No. 3 col Vis. at 70°F. 


200 Vis. (180 at 100°) 420-425 fl. 
er 38 (1) 38 (1) 
ee 37 (1) 37 (1) 
eS eee 36 (1) 36 (1) 
SS eee 28-33 28-33 

150 Vis. (143 at 100°) 400-405 fi. 
itis 050000 36 (1) 36 (1) 
eee 35 (1) 35 (1) 
Bis 6304400 34 (1) 34 (1) 
ree 26-31 26-31 
NOTE: Limited quantity neutrals available te 


regular trade. 


Cylinder Stecks: 


Brt. stk., 145-155 vis. at 210°, 540-550 fl., No. 3 
col 
4 | ere re 30.5 (1) 30.5 (1) 
- “ ae re 29.5 (1) 29.5 (1) 
“eee ee pn 25 
600 g K. filterable 15 15 
a) eS 15.5 15. 
Cg, Ee 16 16 
_ Renee 17 7 
MID-CONTINENT (F. o. b. Tulsa) 
Neutral Oils (Vis. af 100° F. 0 to 10 P.P.) 
Pale Oils: 
Vis. Color 
60-85—No. 2.... 7.5 7.5 
86-119—No. 2... 7,5 7.5 F 
156@—No. 3....... 11 -11.5 11 -11.5 
180—No. 3....... 11.5 -15 11.5 -15 
200—No. 3....... 12 -15 12 | 
250—No. 3....... 14 -16.5 14 -16.5 
280—No. 3....... 15 15 
300—No. 3....... 16 (2) 16(2) 
Red Oils: 
180—No. 5.. 11.5 (1) 11.5 (1) 
200—No. 5....... 12 (1) 12 (1) 
280—No. 5....... Ne Price Ne Priee 
300—No. 5....... 16-17.5 (2) 16-17.5 (2) 
Bright Stock—Vis. ai 210° 
eb, | ee 27 (1) 27 (1) 
150-160 Vis. D: 
0 to 10 p.p.. 23 23 
10 to 25 p.p..... 22 .5-23 22.5-23 
25 to 40 p.p.... 23 (1) 23 (1) 
150-160 Vis. E.... 22 (1) 22 (1) 
120 Vis. D: 
0 to 10 p.p..... 22 (2) 22 (2) 
600 S.R. Dark 
 SEPe Perce 8.5 (1) 8.5 (1) 
600 S.R. Olive 
er 10-11 (2) 10-11 (2 
| a see a> ane 
ee hac acs 
NOTE: Discounts of 0.5¢c to le on bright stock 


and 0.5¢ to 2c allowed for neutrals, 10 car lots 
and to “meet competition.”” Brokers offering a 
greater discounts. 


SOUTH TEXAS (Neutral Oils) 

Pale Oils (Vis. ai 100°F.) 

Vis. Color 

100 No. 14-2. 6.5 6.5 
200 No. 2-3..... 8.75 8.75 
300 No. 2-3. 9.25 9.25 
500 No. 2%-3%. 10 10 
750 No. 3-4..... 10.25 10.25 
1200 No. 3-4. 10.375 10.375 
2000 No. 4....... 10.5 10.5 


Continued on next page) 





NOTE— 
panies quoting when less than three eompanies are quoting. 
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Porenthetical figures after prices indicate number of com- 








NOTICE—Owing to great demand, refiners generally limit 
tions te regular customers and refuse ‘ids, though higher. frem 
Refiners’ prices and seles shown; b:4s reported in market leads. 
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Refinery Prices (Continued) 


Prices in Effect 
Red Oils 


August 20 August 13 


100 No. 5-6..... 6.5 (2) 6.5 (2) 
200 No, 5<6.... 8.75 8.75 
300 No. 5-6. 9.25 9.25 
500 No. 5-6..... 10 10 

750 No. 5-6... 10.25 10.25 
1200 No. 5-6..... 10.375 10.375 
2000 No. 5.6 10.5 10.5 


CHICAGO (From Mid-Continent p.l. crude.) 
Neutral ous vis. af 100° F. 0 to 10 p.p 


Pale Oils 
Vis. Color 


60-85—No. 2.... 9 (1) 9 (1) 
86-110—No. 2.. 9.25 (1) 9.25 (1) 
150—No. 3...... 12.5 (1) 12.5 (1) 
180—No. 3.. 13 (1) 13 (1) 
200—No. 3.. 13 (1) 13 (1) 
250—No. 3.. 14 (1) 14 (1) 
Red Oils: 

180—No. 5. 13 (1) 13 (1) 
200—No. 5. 13 (1) 13 (J 
250—No. 5. 14 (1) 14(1 
280—No. 5....... 15 (1) 15 (1) 
300—No. 5....... 15.5 (1) 15.5 (1) 

Note: Viscous oils, 15 to 30 p.p. are quoted 0.5¢ 


t 
lower; 60-85 and 86-110 No. 2 non-viscous oils, 15 
to 30 p.p., 0.25c lower 


Unfiltered Steam Refined (Viscosity ai 210°) 


ae 11.5 (1) 11.5 (1) 
Pre 12.5 (1) 12.5 (1) 
Pie saan peawasas 13.5 (1) 13.5 (1) 


Bright stocks, 160 vis. al 210 No. 8 color: 


0 to 10 p.p 24 (1) 24 (1) 
15 to 25 p.p 23.5 (1) 23.5 (1) 
30 to 40 p.p. 21.5 (1) 21.5 (1) 
EK filtered Cyl 

a 15.5 (1) 15.5 (1) 


Note: To obtain prices delivered in Chicago 
add 0.25c per gal 


Natural Gasoline 


Group 3 & Breckenridge prices are to blenders on 
freight basis shown below. Shipments may origi- 
nate in any Mid-Continent manufacturing district.) 
FOB GROUP 3 


Grade 26-70....... 4.5 (Quotes) 4.5 (Quotes) 
FOB BRECKENRIDGE 
Grade 26-70...... 4.125 (Quotes) 4.125(Quotes) 


CALIFORNIA 
basin 


(FOB plants in Los Angeles 


21 pound vapor pressure 


for blending.... 4.75 - 5.375 


4.75 - 5.375 


Naphtha and Solvent 


(FOB Group 3 


Stoddard solvent... 6.625 6.625 
Cleaners’ naphtha. 7.125 7.125 
V.M.&P. naphtha 7.1 — 7.125 7.1 = 7.3238 
Mineral spirits... 6.1 - 6.125 6.1 - 6.125 
Rubber solvent 7.4 =~ 7.338 7.3. —- 7.400 
Lacquer diluent... 7.375- 8.125 7.375- 8.125 
Benzol Diluent. . 7.875-8.625 7.875- 8.625 
WESTERN PENNA. 

Other Districts: 

Untreated naphtha 7 7.25 (2) 7 -7.25 (2) 
Stoddard solvent... 7.25 -7.5 7.23 -7.5 


OHIO (S. O. quotations for statewide delivery :) 
V.M.&P. naphtha D.C. naphtha, Varnolene & 
Sohio solvent - 10 10 
Rubber solvent... 9 9 


Wax 


WESTERN PENNA. Bbis. C.L.) 
White Crude Scale: 


122-124 A.m.p.... 4.25 (2) 4.25 (2) 
124-126 A.m.p... 4.235 4.25 
OKLAHOMA (C._L. FOB Refinery) 
Semi-refined : 

128 AMP min., white, 

0 kilo bags No Price No Price 

132-134 AMP, 

bbis... . a 5.25 (1) 5.23 (1) 


CHICAGO (FOB Chicago district refinery of one 

refiner, in bags, carloads. Carloads, slabs loose, 
4c less. Melting puints are EMP (ASTM) 
ethods; add 3° to convert into AMP.) 


0 
a 
Fully refined: 
l 
l 
] 


‘2-124 (bags only) 5.6 5.6 
ol (ee 6 6 
. Jae 6.25 6.25 
. aa 6.55 6.55 
_. = 6.8 6.8 
SAE 7.455 7.35 
GUST 22, 1945 








Petrolatums 


WESTERN PENNA. 


(Bblis., carloads; tank cars, 
0.5¢ per Ib. less.) 


Snow White...... 6.125- 7.25 6.125- 7.25 
Lily White....... 5.3735- 6.25 5.375- 6.25 
Cream White.. 4.375- 5.5 4.375- 5.5 
Light Amber..... 3.375- 4 3.375- 4 

eae 3.125- 3.75 3.125- 3.75 
IE 3 - 3.5 3 - 3.5 


Commercial or consumer 
tank car, tank wagon. dealer, 
and service siation prices for 
gaseline do not include 
taxes; they do, however, in- 
clude inspection fees as 
shewn in general footnote. 
Gasoline taxes, shown in 
separaie column, include 
1.Se federal, and stale taxes; 
also city and county tares as 
indicated in footnotes. Kerosine lank wagon prices 
alse do net include taxes; kerosine ares where levied 
are indicated in footnates. Dealer diseounts are 
shown in footnotes. These prices in effect August 20, 
1945 as posted by principal marketing companies at 
their headquarters offices, but subject to later cor- 
reclion. 


Prices 


Esso (Regular Grade) 
Consumer Gaso- Kero- 
Tank Dealer line sine 
Wagon T.W. Taxes T.W. 





*Atlantic City, N. J. 10.2 10.7 4.5 10.00 
re 10.2 10.7 4.5 10.00 
Annapolis, Md...... 10.55 et gm fe were 
SID a 6c a e004: 9.95 10.45 5.5 10.8 
Cumberland........ 11.35 11.85 §.5 22.3 
Washington, D.C... 10.20 10.7 ¢€.8 11.3 
Danville, Va....... 11.65 12.15 6.5 11.55 
Petersburg......... 10.75 11.25 6.5 132.3 
)!|6 | 10.45 10.95 6.5 11.3 
Richmond.......... 10.75 11.25 6.5 12.3 
Noanoke........... 11.95 12.45 6.5 11.8 
Charleston, W. Va... 11.65 12.158 6.5 13.1 
Parkersburg........ 10.95 11.45 6.5 12.8 
MUMBO... « 0.05008 10.95 11.458 6.5 13.4 
Charlotte, N.C..... aa.2 12.20 7.5 10.3 
|. Ree 12.25 12.7% 7.5 3.8 
8 re 12.1 12.6 7.5 10.5 
ID tien 5's sts acaresace 11.45 11.98 7.5 21.3 
Salisbury... .. ee  h [3.25 3.6 Seat 
Charleston, S. C.... 10.55 if 3 ¢ Svoe™ 
CINE 4 awa canes 11.4 11.9 fF Geers 
Spartanburg........ 12.1 cae 6366 oe 
New Orleans, La.... 8.75 9.25 8.5 **8.00 
Baton Rouge....... 8.75 9.25 8.5 **8.5 
Alexandria.......+. 8.75 9.25 8.5 **8.5 
Lake Charles....... 9.00 9.5 8.5**10.00 
Se 8.5 9.00 8.5 **7.00 
Knoxville, Tenn.... 10.5 11.00 8.5 10.5 
DS. .cacesee Sue 9.4 8.5 5 
Chattanooga....... 10.5 11.00 8.5 9.00 
PIS .0n-o:ar8-0-6:e 10.5 11.00 8.5 8.00 
Se 9.75 10.25 8.5 10.00 
Little Rock, Ark.... 9.5 10.00 8.0 10.00 
Lafayette, La....... 9.0 9.50 8.5 **8.00 

Mineral Spirits V.M.&P. 

Tews T.W. 

Peewee, I. bd. cccccess 13 14.5 
Baltimore, Md........ 15.5 = alec 
Washington, D. C..... 15.5 


Fuel Oils—T.W. No. 1 No. 2 No.3 


Atlantic City, N.J........0. 10 9 9 
it ad iene tine 6 4'0.0 10 9 9 
OO OES Se be a 
ee 98 9 9 
|! So 10.3 94 94 
ING 5 5 one 6 %-o 5 e080 10 88 8.8 
ee wie sade 630m 10.3 9 me 
EE eee 10.3 9 9 
OS er 6.3 02 .. 
_  -< _ &  e Sg 9.7 
re 11.3 9.8 
oe aS | eee 8.7 
2 ee en ae wa 
See a me.5. « 


*Effective Aug. 5, '42 minimum retail resale 
price of 14.2c posted thru New Jersey. 
Discounts: 

**I ncludes 1.0c per gallon State Tax. 

*iffective Nov. 7, 1944, the discount for kerosine 
in the State of Virginia was eliminated, the dis- 
count in Tennessee was eliminated May 1, 1945 
and the discount in Louisiana was eliminated 
May 7, 1945. 

Undivided Dealers at Dealer Tank Wagon price 
less 0.5c per gallon for Esso Gasoline. 

Esso gasoline—to undivided dealers, 0.5c off 
dealer t.w. 

Kerosine—lc off t.w. price for 25 gals. or more, 
under contract thru territory (Baltimore city con- 
tract not necessary) except no discount in state of 
New Jersey, Virginia, Tennessee and Louisiana. 

Naphtha—To buyers taking following quantities 
at one time: Newark, 2c per gal. an 200 gals. or 
more, less than 200 gals. 0.5c higher price; Bualti- 
more, 2c off on 25 to 100 gals. and 3c on over 100 
gals.; Washington, 2c off to contract buyers 





Notice 


These prices include inspection fees on both 
gasoline and: kerosine unless otherwise specified 
per gallon as follows: 

Ala. 1/40c on gasoline; Ark 1/20c; Fl. 1 /8c; 
Til. 3/100c; Ind. 1/5c in lots of 25 bbls. or less, 
2 /25c in lots of more than 25 bbls.; Kans. 1 /50c; 
La. 1/32c; Minn. 7/200c; Miss. 1/50c; Neb. 
3/100c; Nev. 1/20c; N. C. 1/4c; N. Da. 1/20c; 
Okla. 2/25e; S. Car. 1/8c; S. Da. 1/20c; Tenn. 
2/5e; and Wisc. 3 /100c. 

Kerosine inspection fees only: Ala. 1/2c; Fla. 
1/8c; Lowa 3/50c; Mich. 1/Sc per gal. 


CONT L 
OIL 


Conoco De- 
Bronz-z-2 mand Gaso- Kero- 
(3rd Grade) line sine 


tTank Wagon Taxes T.W. 
Denver, Col...... 10 9 5.5 10 
Grand Junc., Col.. 12.5 11.5 §.5 132.8 
Pueblo, Col...... 9.5 8.5 5.5 9.5 
Casper, Wyo..... 11.5 10.5 5S Bw 
Cheyenne, Wyo... 10 9 5.5 9 
Billings, Mont.... 12 ll 6.5 12.5 
Butte, Mont..... 11.5 10.5 6.68 18.5 
Great Falls, Mont. 12 11 6.5 12.5 
Helena, Mont.... 12 11 45 23 
Salt Lake City, 

. |r 5 12.5 55 14.5 
Twin Falls, Ida... 14.5 13.5 7.3 a3 
Albuquerque, : 

Pes Mascasacen See 9.5 *7 9.5 
Roswell, N. M.... 10 9 = 7 
Santa Fe, N. M... 10.5 9.5 "7.5 10 
Ft. Smith, Ark.... 9 6.25 8 8 
Texarkana, Ark... 9 7.5 *5.5 7 
Muskogee, Okla... 7.75 6.75 9 8 
Oklichoma City, 

ee ic cans 7 9 8 
Tulsa, Okla...... 8 7 9 8 


*Taxes: In gasoline tax column are included 
these city taxes—Albuquerque, & Hoswell, 0.50, 
Santa Fe, Ic. Texas 4c state tax applies within 


city limits of Texarkana, Ark. 

+To consumers & Dealers. 

NOTE: Current selling price—where this is 
lower than maximum price it is because of local 
competition. It is the actual selling price and is 
subject to revision due to delays in receiving 
information from the field 

Arkansas tax 8c applies at Ft. Smith. 


Standard Gasoline (Regular Grade) 
Flight Gasoline (Third Grade) 


Standard Flight 
Pos- Pos- 
ted Pos- ted Pos- 


Net ted Net ted Gase- 
Tank Re- Tank Re- line 
Truck tail Truck tail Taxes 





San Francisco, Cal. 10 14 9 1 4.5 
Los Angeles,Cal... 9.5 13.5 85 11.5 46.5 
Fresno, Cal...... 11 15 10 13 4.5 
Phoenix, Ariz..... 12 16 10 13 6.5 
Reno, Nev....... 12 16 11 14 5.5 
Portland, Ore..... 10.5 14.5 9.5 12.5 6.5 
Seattle, Wash.... 10.5 14.5 9.5 12.5 6.5 
Spokane, Wash... 12.5 16.5 11.5 14.5 6.5 
oo" Wash.... 109.5 145 95 12.5 6.5 
Boise, Ida........13.5 73 13.35 BS TS 
*Chevron Aviation 73 
Posted Net Kerosine 
Tank Gasoline Tank 
Truck Taxes Truck 
San Francisco, Cal. 12.5 4.5 11.5 
Los Angeles, Cal.. 12 4.5 10 
Fresno, Cal...... 13.5 4.5 12.5 
Phoenix, Ariz..... 14.5 6.5 12.5 
Reno, Nev....... 14.5 $.5 13.5 
Portland, Ore..... 13 6.5 13.8 
Seattle, Wash.... 13 6.5 13.8 
Spokane, Wash... 16 6.5 16.8 
Tacoma Wash... 13 6.5 13.8 
Boise, Ida ....... 18 4.0 16.8 


Resale and Commercial Gasoline: Tank car de- 
liveries of Chevron Aviation 73, Standard’s 
Supreme and Flight Gasoline .25c per gal. below 
posted net tank truck price. Tank car deliveries of 
Standard Gasoline .375c¢ per gal. below poe net 
tank truck price. Pearl Oil (The Standard Kero- 
sene) Tank car deliveries 3c below posted tank 
truck price. 


*Formerly Standard Aviation 73. 






Gasoline— Dealer T.W. Gaso- 

TEXAS Fire-Chief Indian line 

co. (Regular) (3rd Grade) Taxes 
Dallas, Tex....... 7.5 6.5 5.5 
Ft. Worth, Tex... 7.5 6.5 5.5 
Wichita Falls, Tex. 8.5 7.5 5.5 
Amarillo, Tex.... 8.5 7.5 5.5 
Tyler, Tex....... 8.5 7.5 5.5 
E] Paso, Tex..... 11 10.5 5.5 
San A lo, Tex. 8.5 7.5 5.5 
Waco, Tex.. ° 8.5* 7 5.5 
Austin, Tex. oe: oe 7.5 §.5 
Houston, Tex..... 8.5 7.5 5.5 
San Antonio, Tex.. 8.5 7.5 5.5 
Port Arthur, Tex.. 8.3 7.5 §.5 
*Less lc temporary allowance to all dealers 


(Continued on next page) 
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Tank Wagon Prices—Continued 


Red Crown (Regular Grade) 
Blue Crown (Third Grade) 
Red Dealer Prices 


Crown — Gaso- Kero- 
Blue 





Cons. Red line sine 
.W. Crown Crown Taxes T.W 
Chicago, Ill...... 11.6 9.6 9.1 4.5 10.3 
Decatur, Ill...... 11.6 9.6 8.7 4.5 10 
aa 11.9 10.3 92 4.5 10.3 
Pooria, Ill... .... 11.7 9.9 9.7 4.5 10.1 
Indianapolis, Ind.11.6 10.1 9.6 55 98 
Evansville, Ind...11.4 9.9 8.6 5.5 9.6 
South Bend, Ind.12 10.5 10 5.5 10.2 
Detroit, Mich...11.4 9.9 4.5 9.7 
Grand Rapids, 

Mich... 11.4 9.9 4.5 9.6 
Saginaw, Mich...11.4 9.9 24 4.5 9.6 
Green Bay, Wis..12.2 107 10.2 5.5 10.6 
Milwaukee, Wis..12 1 10 6 10.1 5.5 10.5 
La Crosse, Wis. .11.9 10.4 9.9 5.5 10.3 
Minneapolis - St. 

a a 11.9 10.4 99 5.5 10.3 
Duluth, Minn...12.2 10.7 Paes 5.5 10.6 
Mankato, Minn..11.9 10.4 9.9 §.5 10.3 
Des Moines, Ia... .11.4 9.9 9.4 5.6 9.8 
Mason City. ]a...11.7 10.2 o.4 §.5 710.1 
St. Louis. Mo....11.0 9.5 9.3 *4.5 9.8 
Kansas City, Mo.1L.0 9.5 8.6 *4.5 9.4 
St. Joseph, Mo...11.2 9.7 9.2 *4.5 9.6 
Fargo, N.D..... 12.9 21.4 130.9 5.5 11.3 
Huron, S. D..... 12.3 10.8 10.3 5.3 30.7 
Wichita, Kans...10.3 8.8 tum 4.5 8.7 
Omaha, Neb... 11.4 9.6 9.4 6.5 9.8 

Oleum V.M.AP. Stani- 
Spirits Naphtha — sol *Taxes 


(Prices are base prices before discounts 


Chicugo...... 13.5 13.8 12.8 4.5 
Detroit. ..... 15.8 15 16 3 4.5 
Wis Mina a ee 14.3 13.8 1.5 
St. Louis, Mo. 13.7 14.7 13.2 1.5 
Milwaukee... 14.4 15 4 14.9 5.5 
Minnep'la.... 14.2 18.2 18.8 5.5 


Fuel Oils T.W. 
Chicago 
Stanolex 
Furnace Oil 


Standard 
Heater Oil 


1-99 gals... 9 0 8.5 
100-149 gals 8.0 7.5 
150 gals, & over 7.5 

150-399 gals cone 7.5 
400 gals. & over 7.0 


Stunolex Stanolex 


Fuel A Fuel ¢ 
1-749 gals. . = 6.2 5.7 
750 gals. & over §.45 1.95 

Stanolex Furnace Oil 

Other Points 100 gals. 

1-99 gals. X over 
Indianapolis......... 87 7.7 
Detroit ; i 8.4 7.4 
Milwaukee 8.7 a 
Minneapolis 8.8 7.8 
St. Louis 81 Rea 
Kansas City. . 7.8 6.8 

*Taxes: In gasoline tax column are included 


these city taxes—Kansas City, St. Joseph and 
St. Louis, le. Lowa kerosine prices are ex 3c state 
tax. In naphtha tax column are included 1.5« 
federal tax and state taxes. 

State sales, occupation, consumer 
to be added when applicable 


and use taxes 





Effective August 20, 1945 
*Sohio X-70 Gasoline 
(Regular Grade) 

Con- **Re- Gaso- tKero- 

sumaer sel-- line sine 

T.W. lers {S.S. Taxes T.W. 
Ohio, Statewide... 12 10 13.3 5.3 9.3 
Akron 12 95 12.5 $5.5 9.3 
Canton ...... oe 422 95 2.8 35 9.3 
Cincinnati % i2 9.5 2.5 §.5 9.3 
Cleveland....... 52 95 3.5 8.5 9.3 
Columbue....... ie 95 2.5 $.3 93 
ee S 953 2.5 35 93 
PO See i2 9 5 23 8% 9 3 
NMiauatield. ... 0... 12 93 ¢t28 8 3 9 3 
ee 12 90 20 538 93 
Poruumouth. .... 12 95 2s 83 9.3 
rae 12 95 a | 93 
Youngstown..... 12 95 235 «55 93 
Zanesville ...... 12 9.5 i.s° 3:8 9.3 
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Aviation Gasoline—Statewide 
Consumer Gasoline 


Sohio Aviation Gasoline clear T.W. Taxes 
Spec. AN-F-22......... 14.5 3.5 
Esso Ethyl Aviation 73 Oct. 15.5 3.5 
Esso Ethyl Aviation 80 Oct. 16.5 3.5 
Esso Ethyl Aviation 91 Oct. a7.5 3.5 
Esso Ethy! Aviation 100 Oct. 24.5 5.5 
Naphtha—T.W. 
State- Lucas 
wide County 
ee 13.5 13.5 
D.C. Naphtha....... 14.5 14.25 
V.M.&P. Naphtha 14.5 14.25 
WARD, « c.0<%<010.0.0 00 14.5 14.25 
Sohio Solvent......... 14.5 14.25 
Fuel Oils—T.W. No. 1 No. 2 No.3 No. 4 
Ohio, Statewide....... 8.3 8.3 7.8 *7.55 
*Renown (third-grade) prices are same as X-70 


unless otherwise noted 
**Except authorized agents 
¢Prices at company-operated stations 
+tStatewide prices are subject to exceptions 
other than those shown. 


Discounts: 

Esso aviation—on contract to hangar operators 
and resellers, 2c off consumer t.w 

*For Cleveland area only 
hose dumps 


Full compartment 


Fuel oils—Statewide prices are for t.w. & drum 
deliveries of 50 gals. or more: prices for deliveries of 
less than 50 gals. are 0.5c higher 
off t.w. 
0.5c; 1000 to 

2500 to 4999 gals., lc; 5000 or 
Lucas County: Less than 50 gals., 
50 to 249 gals., 0.5c; 250 to 499 

or over, 1.5c 


Naphthas—to contract consumers 


prices—Statewide: 300 to 999 gals., 
2499 gals., 0.75c; 
more gals., L.5c. 

tank wagon price, 
gals., Ic; 


500 gals 


Atlantic White Flash 
(Regular Grade) 
Gaso- Kero- 
line sine 
Taxes T.W 


Commer- 
cial 





Dealer 
7.3 


Philadelphia, Pa 10.2 10.7 5.5 12.25 
Pittsburgh....... 10.1 10.6 5.5 12.1 
Allentown........ 10.7 11.2 §.5 12.6 
| RE re 10.1 10.6 §.§ 12.1 
Scranton......... 10.7 i} .2 §.5 12.6 
Altoona. jakces ace 11.2 $.5 12.6 
Emporium. nea 10.1 10.6 $.5. 12.1 
Pre 10.7 11.2 §.5 12.6 
Uniontown....... 10.1 10.6 d.5 12.1 
Harrisburg....... 10.7 oe. 5.5 12.6 
Williamsport..... 10.7 11.2 5.5 12.6 
Dover, Del....... ok: §.5 i2 6 
Wilmington, Del. . 10 7 $.86 «2.1 
Boston, Mass.... aie 10.9 4.5 
Springfield, Mass.. .... 11.8 4.5 
Worcester, Mass 11.5 4.5 
Fall River, Mass.. ; 1 $5 
Hartford, Conn... .... 11 6 4.5 
New Haven, Conn. ll 4.5 
Providence, R. ll 4.5 
Atlantic 5 *. 10.7 45 10 
Camden, N. J. 10.7 45 10 
Trenton, N.J.... 10.7 45 10 
Annapolis, Md.... 1105 5.5 108 
Baltimore, Md.... 10 45 5.5 98 
Hagerstown, Md. . 11.55 55 103 
Richmond, Va....  .... 11.25 $s 2.3 
Wilmington, N.C.. 11.15 7.0 08.6 
Brunswick, Ga... 10.1 7.3 *10 6 
Jacksonville, Fla 10.1 85 Ilo 
Mineral Spirits V.M.&P 
& r.w.t 
Philadelphia, Pa..... 11 12 5 
Lancaster, Pa 2 13.5 
Piltaburgh. Pa 12.5 135 
Fuel Oila—T.W. 
1 2 3 5 6 
Phila., Pa . lv I 9 9 5 76 5.04 
Allentown, Pa #6 93 #93 
Wilmington, Del. 10.1 9 9 
Springtield, Mass. 94 94 
Worcester, Mass 93 9 3 
Hartford, Conn 92 9.2 


*Does not iehede le Georgia kerosine tax 

one 7 irits prices also apply to Stoddard 
Solvent; M.&P. prices also apply to Light 
Cleaners Pheer of 
Discounts 

Gasoline—to uudivided dealers. 0.5c off dealer 
t.w. except Georgmw & Florida dealer t.w. and un- 
divided dealer t.w. prices are same 

Kerosine—Thru Penna. & Delaware. 
price on t.w. deliveries of 25 gals 
Lima 


2c off t.w 
or more at one 





Crown Gasoline (Reguler) 


Gaso- Kero- 
tNet line sine 
Crown Taxes swe 
Covington, Ky.... 9.5 6.5 9.3 
Lexington, Ky.... 10.5 6.5 9.3 
Louisville, Ky.... 10 6.5 8.8 
Paducah, Ky 10 6.5 8.8 
Jackson, Miss . 10 7.5 ae 4 
Vicksburg, Miss... 9.5 7.8 *8.5 
Birmingham, Ala.. 10 *8.5 9 
Mobile, Ala...... 9 9.5 8.5 
Montgomery, Ala. 10 *9 5 *10 
Atlanta, Ga...... 59 7.5 *11.6 
Augusta, Ga...... 11.1 7.58 *11.1 
Macon, Ga.. Me 7.5 *11.6 
Savannah, Ga 10.1 7.8 *10.6 
Jacksonville, Fla. 10.1 8.5 9.6 
Miami, Fla....... 10.1 8.5 9.6 
Pensacola, Fla. 9 *9 5 8 
Tampa, F la ee 10.1 8.5 9. 
*Taxes: In tax column are included these city 
and county gasoline taxes: Mobile, 2c city; Birm 
ingham, lc city, Montgomery, le city and lk 
county; Pensacola, Ic city. Georgia and Mont- 
gomery, Ala. have lc kerosine tax, Mississippi 
0.5c, included in above prices. 
+Consumer tw. prices are same as net dealer 
prices 
Humble Motor Fuel 
(Regular Grade) 
HUMBLE Thriftane (Third Grade) 
OIL Humble Thriftane Gaso- 
*Tank Re- *Tank Re- line 


Wagon tail Wagon tail Taxes 
Dallas, Tex.... <.0 10.5 6.5 8.5 5.5 f 
Ft. Worth, Tex.. *6.5 10.5 *6.0 8.5 5 
Houston, Tex... 8.5 12.5 7.5 10.5 5.5 
San Ant., Tex. 8.5 12.5 7.5 10.5 5 


*Consumer tankwagon prices lc per gallon abov: 


dealer tankwagon prices on Humble Gasoline, and 
Thriftane. 
Kerosine 
“Tank Wagon Retail 

Dalles, Tes. ..+ ssesscs 7 10 

Ft. Worth, Tex....... 2 lh 
Heuston, Tex..... bias 8 1} 

San Antonio, Tex... 7 10 


*To all classes of dealers & consumers 


Canada 


PRICES OF IMPERIAL OIL, 
Per Imperial Gallon, which is 1.2 U. 5S. 


LTD. 


Gallons 





3-Star Imperial Gasoline 
IMPERIAL (Regular Grade) 
OIL Kero- 
tGasoline *Gasoline sine 
r. Taxes Tw 
Hamilton, Ont.... 16.5 1 18 
Toronto, Ont..... 16.5 1! 18 
Brandon, Man... 20.5 10 22.5 
Winnipeg, Man... 20.0 1 32 
Regina. Sask « we 11 19.5 
Saskatoon, Sask... 20.3 11 22.3 
Edmonton, Alta 18.4 10 20.4 
Calgary, Alta » 5 10 7.5 
Vancouver, B.C... 15 10 71 
gr ogy ~ a 16.5 11 7.5 
John, N. B. 16 13 19 
Taliten N.S. 16 13 19 
*Includes 3c Federal, and Provincia tases 
tTo divided & undivided dealers 
Seccay Mobilgas 
(Rezular Grade) 
Com. Undiv. Gase 
Conus. Dir. line 
ow. TW. Vases 
New York City 
Manhattan & Beous 10 1 10 6 5 
Kings & Queens oO 4 10 6 *5 
Richmond 97% Ww 2 *5 
Albany. N.-Y. a 9 Ww 4 5 
Binghamton, N. Y 1 1 5 5 
Buffalo — 9 6 10 1 5 
Jamestown. N.Y 9 le 3 4 
Mt. Vernon. N.Y... 10 1 10 6 > 
Platishburg N. Y..... 1 15 5 
Rochester, N.Y 10 8 13.3 5 
Syracuse, N. ¥ 10.5 a 5 
Bridgeport, Conn 10 10 5 4 
Danhury, Conn 10 5 1 i 
Hartford, Conn 10 6 | 4.5 
New tiaven. Conn 10 Ww 5 4.9 
eee. BOD. .cccses ok 10 7 1 2 
Portland, Me 10 3 0 8 
Boston, Mass ....... 9 a Ue | 4 
Concord, N. H F 11 4 1 9y , 
Lancaster, N. H +}. 12 5 >.5 
Manchester, N. H..... 11.3 118 5.5 
Providence, AR. a.... 10 10.5 45 
Rurlington, Vt.... 10.9 11.4 3.5 
Rutland, Vt........ 11 11.5 
Continued on next page) 
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, Atlantic Coast (Prices are of refiners. FOB their Pacific Export In Ship's Bunkers, or deep tank lots: Seaboard 
' refineries & their tanker termi- . ‘ 
ecro- Prices in Effect August 20 August 13 
te nals, & of tanker terminal operators FOB their Diesel Fuel, Pac. S — nape poy c Export 
, : )—__ Pei : iesel Fuel, Pac. Spec. 200.............6. : ° 
sich terminals)—Prices in Effect August 20. Geade © tuck, Pos. Spee. 405............. $1.10 $1.10 castwise 
93 Prices 
9.3 
8.8 
8.8 MOTOR GASOLINE FUEL OILS 
-e KEROSINE 
° 72 Oct. 70-74 oct. and /or 
District (ASTM) (ASTM) NO. 1 FUEL No. 2 No. 3 No. 5 No. 6 
*10 ; Ss. eae Not made 9.075 Le | 6.7 6.7 $1 .85-$1 .95(a) $1.77 
*11.6 N. Y. Harb., barges i 8.5 — 8.975 7 6.6 6.6 woke Pe 
*11.1 RSs co-50 oy 9.175 7.3 6.8 6.8 (2) eis $1.97 (1) 
*11.6 Philadelphia... .... it 9.075 ee 6.7 6.7 $1.98 $1.77 
«10 6 Baltimore........ ' 8.825 7.2 6.7 6.7 $1.85 (1) $1.77 
9 6 i Sreoara 3 8.575 7.1 6.7 6.7 (1) $1.85 (1) $1.77 
96 Wilmington, N. C. : 8.175 6.75 6.4 pene sll a 
8 Charleston........ : 8.175 6.9 6.4 (2) Laos $1.80 (1) $1.72 (2) 
9 6 Savannah......... = 7.845 6.55 5.75 (1) as ae $1.57(1) 
a sai Jacksonville. . P 7.845 6.55 5.75 eee : $1 .57(2) 
ira, SL cn hssvnneoe * 7.845 6.55 5.75 (1) Sian 
ad |. ee “ie 7.845 6.55 5.75 $1.47 
Mont- Pensacola......... * 6.875 (1) 4.8 (1) epee — oe 
ssippi SER 50 6-0 6:0.0.0:9-0 ss 6.62 - 6.745 4.75 (2) Sn sate aie Pr 
, New Orleans....... 4 6.125 (1) 4.125-4.25 3.75 (2) $1.05(1) $0.97 
dealer PE ss eckvas.nt ra 9.375 7.3 6.8 6.8 (2) 5 ke $1.77 
Se “i 9.275 7.2 6.7 6.7 (2) $1.95 (2) $1.77 
Providence. ....... i 9.275 7.8 6.7 6.7 (2) $1.90 (1) $1.77 
(a) Price is for steaight-run low pour. Test No. 5 ($1.95 
Bunker C Fuel Diesel Oil Gas House 
Ships’ bunkers Ships’ bunkers Diesel Oil Gas Oil 
(Ex Lighterage) (Ex Lighterage) Shore Plants 28-34 Gravity 
- n New Haven........ $1.77 er = ia 
Tank Wagon Prices (Continued) | N. Y. Harbor. :::: $1.77 $2:78 6.7 (1) 6.8 (2) 
‘ SERS $1.97 (1) $2.94 (1) 6.8 (1) 7 (1) 
~ —— Serene $1.77 = ‘ea ‘sa 
> a $1.77 2.78 -7()) TQ) 
5 noni Ges Ve Norfolk... 1.2.27: $1.77 $2.78 6.7 (1) 6.7 (1) 
ad Buffalo. N. Y 10.9 12.1 Charleston......... $1.72 (2) $2.65 (2) 6.4 (1) 6.4 (1) 
bov “aka deal 7 é Sevannah......... $1.57 1) $2.52 (1) ene one 
ae New York City....... ll 12 J + ot BA 
an Rochester, 2 ae 11.8 13.1 seeear See eece $1.57 «) $2.41 (2) cee cee 
Syracuse, N. SaaS 12.2 bey New O Seceoccocecs $1.47 $2.41 (2) os eee 
oi 12 i3 ew Orleans....... $0.97 $1.65 (1) 4(1) aaa 
: : . Portland.......... $1.77 ee 6.8 (1) 6.9 (1) 
. Bridgeport, Conn. .... 116.3 t17.3 i 
“tail Hartford, Conn +16 3 t17.3 Boston SOS CO eee ceee $1.77 $2.78 (2) 6.7 (2) 6.8 (2) 
Seavidence, og oe 13° 14 Providence........ $1.77 $2.78 (2) 6.7 (1) 6.8 (1) 
Mobil- Mobil- Bunker “C” when from Navy storage at New York and Norfolk to out-going vessels ships $1.72. 
Keres fuel heat (Subject to cancellation.) 
sine me x ¥ oe % w. 
Yard T.W. T.C. .W. ar . a 
toe York: Gulf Coast ted 
Manhat’n & — . = ‘ 
Bronx... 7.5 10.3 ... 9.3 7.1 9 Prices in Effect August 20 ; 
Kings & New Orleans & Lower Texas Gulf Coast CARGOES 
DD. Queens. 7.5 10.3 ... os +5 8 Mississippi to Baton Rouge South of New Orleans ———- 
alles Richmond 7.5 10.3... * 7:3 9.0 MOTOR GASOLINE Tank Cars Barges Tank Cars Barges ixport 
ce oak Albany.... 7.5 9.8 6.8 9.3 7 9 From all Gulf 
line Binghamton 8.9 11.2 ... 10.7 8.4 10.2 Ports 
Baffalo.... 8.1 10.4 7.5 9.8 7.7 9.5 | Leaded (oct. by ASTM) 
Kero Jamestown. 8.2 10.5 ... 10.1 7.8 9.5 . re 2 6.5 6.75 6.75 6 75 
sine Mt. Vernon 7,6 10.3... 9.4 73 9 70-74 - Serer re 6 - 6.125 5.625 5 .625-6.375 (a) 5.625 5.625 
rw Plattsburg. 8.1 10.4 ... 9.9 7.6 9.4 oe er eon nate er 
18 Rochester.. 8.7 11 7.9 10.2 7.9 9.7 Unleaded ‘70 Oct... .... 5.625 
18 Syracuse... 8.5 10.8 7.8 10.1 7.8 9.6 le ee ie 
a Ps Shab ese ssc0ses 5.25 
99 Brides : 28 20.3 73 90 | Seer 5 
To rik geport. ‘. ° eeee e 
19.5 Danbury... 8.2 10.8 "7" 7g 8.5 | KEROSINE & LIGHT FUELS 
lies Hartford... 8.0 10.5 9.5 7.4 9.3 41-43 w.w. kero....... 4.125- 4.25 4.125 4 *, 4.25 4.125 4.125 
-0.4 New Haven 7.5 10.3... 9.3 7.1 9.0 42-44 w.w. kero....... nae ey 4.125 4.125 4 125 
it ror No. 2 fuel oil......... 3.75 3.75 3.75 - 4 3.75 3.75 
17.5 Bangor.... 7.9 10.3 7.4 9.7 7.4 9.1 | DIESEL & GAS OILS 
19 Portland... 7 10.2 68 93 7 9 (In diesel index wae 
19 Mee. No. 5 fuel oil. . er $1.05 er $1.05 saa 
— a 2 43-47 di eoceee — 0% cece 4 
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CLASSIFIED 





For Sale 


FOR SALE: One Diamond T Tank Truck 1740 
gal. capacity, three-compartments. Equipment 
now available for immediate sale. Aetna Oil 
Company, P.O. Box 248, Hopkinsville, Ky 
Phone 367 





FOR SALE 
G.M.C, 450 cu. inch motor, Truxmore 
axle; ten wheel Truck with 2000 gal., 
six-compartment, streamlined Tank; four 
side cabinets, air brakes, Brodie meter 
Ayers & Gerhardt, 
Erie Co., Crittenden, N. Y. 








STORAGE TANKS 


1— 3,800 gal. 
3—12,000 gal. 
2—20,000 gal. 
1—27,000 gal. 


Empire Equipment Corporation 
608 Empire Bldg., Cleveland 14, Ohio 
Phone: Main 7667 


For Sale 





FOR SALE 


Bulk Gasoline and Fuel Oil Station, 
Farm route, and Super Service Station 
in central Michigan. Annual gallonage 
500,000 
Box No. 666 
National Petroleum News 


Wanted to Buy 





TO PURCHASE 
One Butler semi-trailer 4000 gals. or 
larger, with or without tractor. Give full 
particulars on compartments, brakes, 
tires, shipping point and price. 
Independent Petroleum Corporation 
6450 Hutchison Street, 
Montreal, Canada 











FOR SALE 


Six acres river front property on Ohio 
river locat‘d New Albany Indiana 
which is across river from Louisville. 
Ideal for barges and boats also served 
by Southern R.R. switch, several build- 
ings available on property. 


Chester B. Stem Inc. 
New Albany, Indiana. 














FOR SALE 


1—12,000 Gal. Coiled Tank Car 
150—8000 Gal. R.R. Tank Cars 
10—10,000 Gal. R.R. Tank Cars 
30—6000, 8000, 10,000 Car Tank 

Shells 

8—15,000 & 20,000 Gal. Tanks 
175—Gal. Jones Oil Heater 

2—20 H.P. Charlotte Colloid Mills. 


R. C. Stanhope, Inc. 
60 East 42nd St. New York 17, N. Y 














FOR SALE 
STORAGE TANKS 
Steel storage tanks ranging from 5,000 
gallon to 30,000 Barrel capacity. 
One (1) 200,000 cu. ft. Gas-relief 
Holder. 
WE WELCOME ALL INQUIRIES 
Empire Tank & Salvage Co. 
1451 Broadway New York 18, N. Y. 
Phone: Lackawanna 4-5760 








FOR SALE 


Two White WA 20 tractors, vacuum 
brakes, as is ceiling price. Four Frue- 
hauf Tank Trailers, 4000 gal. capacity, 
single compt., new recap ten hundred 
twenty tires, vacuum brakes, as is ceil 
ing price. 


Brown Transport Company 
1212 East Main St., Chattanooga, Tenn. 
Phone: 7-5248 


FOR SALE 


1—1940 Chevrolet Truck Tractor with 
Fruehauf Tandem trailer—6 compart- 
ments—3255 gallon capacity. This unit 
is in good condition. 


Also, 2—1937 Model Fruehauf Tandem 


Trailers with Progress tanks, with ca- 
pacities 3225 and 3120. 
J 


The above units are priced for imme- 
diate sale. If interested, please contact— 


L. B. McCammon 
The Ohio Oil Company, Robinson, III. 





Situations Open 


WANTED: Independent Refinery in South- 
west Oklahoma needs Refinery Chemist. Posi- 
tion permanent. State age, qualifications, ex- 
perience, salary expected, draft and availability 
status. Box No. 621 


WANTED EXPERIENCED MAN to sell gaso 
line and other refined prodycts to Distributors 
in Middle West territory—commission _ basis 
Well known company in business thirty years 
Address Box No. 655, National Petroleum 
News. 


CHEMICAL ENGINEER: Large midwestern 
oil company requires graduate Chemical Engi- 
neers for process design, process control and re- 
finery technical service work. Positions perma- 
nent. Write Box No. 622, giving qualifications 
and experience if available under W.M.C. regu- 
lations. 











FOR SALE 


Thirty, 8000 gallon capacity Class TM 
III tankcars, twenty equipped with six 
line steam coils. Built by General 
American and Pressed Steel Car Com- 
pany in 1919 and 1923. Equipped 
with forty ton side frames, Westing- 
house KC-1012 brakes and majority 
equipped with spring snubbers. Cars 
in operation and good condition al- 
though require some repair. Can be 
inspected at Bradford, Pa. 


Bradford Gasoline Company 
Drawer No. 35 
Bradford, Penna. 


WANTED 


Experienced commercial gasoline and 
motor oil salesman for northern New 
Jersey. Excellent opportunity for man 
with good following with one of the 
largest distributors of nationally known 
‘ntegrated company products. 

This advertisement has been called to 
the attention of our existing personnel. 
Substantial salary and bonus arrange- 
ment to the right man plus unlimited 
future development. 


Write— 
Box No. 663 
National Petroleum News 














Business Opportunities 











FOR SALE 


1941 Kingham Tank Trailer. Capacity 
8750 gallons, three compartments; 740 
gallons, 1250 gallons, 1760 gallons 
Equipped with 10.00 x 20 tires. 


1941 Columbia Tank Trailer. Capacits 
3350 gallons, four compartments; 1175 
gallons, 550 gallons, 545 gallons. 1080 
gallons. Equipped with 10.00 x 20 tires 


1941 Ford Tractor complete with fifth 
wheel and two speed Eaton rear end 
Equipped with 8.25 x 20 front tires, 
9.00 x 20 rear tires. All good rubber. 


SOUTHEASTERN OIL 
Graham Bldg., Jacksonville 2, Fla 





DISTRIBUTORS OR WHOLESALERS 
from Maine to California to handle sale 
of a new formula Dry Cleaner’s Naph- 
tha, packed in gallon containers for re- 
sale by gas stations, farm trade, or, 
wholesale houses supplying hardware, 
drug or grocery trade. Will consider ex- 


ciusive franchise on quota arrangement. 


Box No. 668 














EUROPEAN REPRESENTATIVE, 
HOLLANDER, Linguist, oilman, visited 
all oil-dealers in Europe, can sell all 
petroleum products also branded oils; 
seeks representation for Europe. Can 
also buy large quantities own account 
against letter of Credit. 


J. Faber, 
132 Acaciastr., The Hague, Holland 
Cable address: FABOIL THE HAGUE 








Oil Equipment 
Salesmen 


Butler needs sales engineers in vari- 
ous territories from the Rocky 
Mountains to the Atlantic Coast. 


Butler Truck Tanks 

Butler Transport Tanks 

Butler Storage Tanks 

Butler Steel Industrial Buildings 

Butler Steel Service Stations 
Tremendous backlog of equipment 
needed by the industry. Butler Oil 
Equipment a leader in the field. 
Backed up by national advertising. 
Attractive compensation for men 
who produce. 








Inquiries solicited from experi- 
enced Oil Equipment men Give 
age, present connections, past con- 
tacts and territory preferred. 
Salesmen now in the Armed Forces 
who have seen Butler Products in 
use around the world are also in- 
vited to write giving full intorma- 
tion. 


G. A. Burns, Mgr. Oil Equipment 
Division 
BUTLER MFG. COMPANY, 
7454 E. 18th St., Kansas City, Mo. 











NATIONAL PETROLEUY 
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ABOUT OIL PEOPLE 


Martin A. McNulty, former assistant 
Standard of 
cceeded Ci. : 
ller. Both men have been with Stand- 


has 
comp- 


Indiana, 
Bergeson as 


mptroller, 


rd nearly 30 years. Mr. Bergeson plans 
extended vacation before making fu- 
plans, according to company an- 
ncement. 
° ce] 

L. A. (“Pat”) Henry, veteran pilot with 
Indiana Standard for 13 years, has been 
the company’s 

iation department in Chicago. 

° ° ° 

R. R. Whitmore, Jacksonville, Fla., has 
een elected vice-president and general 
manager of the Motor Fuel Carriers, 
the largest independent com- 
mon carriers of petroleum products and 
by-products in the Southeast. 

Directors of the company, which 
maintains headquarters in Tampa, also 
announced the election of M. D. Bames, 
of Jacksonville, as assistant manager in 
charge of operations. Mr. Bames will 
be at the Tampa office, it was stated. 

oe o 


ppointed manager of 


] 


one of 


Joseph Spellacy, superintendent of 
Mascot Oil Company of Los Angeles, 
recently became president of the Cali- 
fornia chapter of Knights of Columbus 
Council. 

°o ° 

[wo new appointments of officers of 
affiliate of the Royal-Dutch Shell Group 
announced here last week. 

J. H. Loudom has been elected presi- 
dent of the Caribbean Petroleum Co., 
one of the larger producing companies in 
Venezuela. H. Wilkinson was elected 
chairman of the board of directors. 

Mr. Loudom has had extensive con- 
tacts with the Shell interests both in 
the United States and in Venezuela. He 
will continue to maintain his headquar- 
Mr. Wilkinson, who has 
from his war 
luties in Washington as the British gov- 
ernment petroleum representative in the 
United States, returned to the Caribbean 
Petroleum a director and chair- 
man of the board. He has been with the 
Royal-Dutch Shell Group since 1922. 


° ° ° 


were 


ters in Caracas. 


recently been released 


Co. as 


Recent arrival of Peter Jon Pilkey in 
Cleveland 


weight 7 Ibs. and 7 ozs. has 


n announced by Mr. and Mrs. Wil- 
liam B. Pilkey, Jr. 

Mr. Pilkey is northern Ohio industrial 
resentative for The Texas Co. 


° 


H. H. Power, professor of petroleum 
ineering at the University of Texas, 
left for Caracas, Venezuela, where 
will be a special constant to the 

Mene Grande Oil Co. (associated with 
Gulf Oil Corp.) and will investigate 
ious phases of production, dévelop- 
nt, and special problems such as 


le stabilization. 


AUGUST 


79 


1945 


The South Dakota Independent Oil 
Jobbers Assn. announced recently the 
resignation of Otto E. Jackson, director 
for Dist. 4 and 3rd vice president of 
the Association. Mr. Jackson having 
sold his interests in the Sterling Oil Co., 
will re-locate in Minneapolis. 


oe ° ° 


Harold O. LaFitte, Roselle Park, N. J., 
has been awarded the Emblem for Mer- 
itorious Civilian Service, a recent com- 
munication from Allied Force Headquar- 
ters in Italy states. 

Mr. LaFitte, former employe of Stand- 
ard Oil Co. of New Jersey, recently re- 
turned to the United States after 26 
months of service as civilian tanker ex- 
pediter and technician in the Mediter- 
ranean Theater of Operations. 

The award was presented at cere- 
monies held in the New York offices of 
Col. G. H. Vogel, chief of petroleum, 
Allied Force Headquarters. 


oO ° oO 


The U. S. Army general who trapped 
a Japanese colonel is Maj. Gen. Harry H. 
Johnson, who was assistant to the vice- 
president of the Gulf Oil Corporation 
here before going into service in 1940. 

Dispatches from 
Morotai Island, 
Dutch East Indies, 
told how Gen. John- 
son gave the “bring 
him back alive” or- 
der to a patrol from 
his 93rd _ Division, 
and the subsequent 
capture of the Jap 
Colonel Ouchi. Gen. 
Johnson is one of the 
few National Guard 
officers to attain the rank of general, 
and was assistant to the Gulf vice-presi- 
dent for seven 

The story related that the patrol re- 
turned from the Morotai bush five days 
later with the live colonel, who folded 
his arms before Gen. Johnson and asked 
to be shot. 

“The capture was made after an am- 
bush was cleverly set around the com- 
mand post the Japanese used in a valley 
25 miles beyond the U. S. perimeter,” 
the Army release said. “Lt. Col. Jack 
McKenzie led the patrol of four officers 
and five enlisted men. 





Gen. Johnson 


years. 


“Colonel Ouchi was taken when he 
ran from a shack when the _ shooting 
started. The Japanese adjutant was 


killed in front of the colonel and Ouchi 
fell over him and was captured as he 
lay with his face in the dirt. 

“The patrol killed of Ouchi’s 
guards without losing a single man. 

“The Americans the main 
Japanese defenses by hiking over the 
mountains to slip up behind the com- 
mand post. 

“Gen. Johnson said Ouchi had heard of 
the Japanese loss of Okinawa and Iwo 


nine 


avoided 





Jima through American leaflets dropped 
on the island. 

““Did you hear that Tokyo had been 
bombed?” the General asked Ouchi. 

“Yes but I don’t believe it, the pris- 
oner replied. ‘If Tokyo is being bombed 
Japan would surrender.’ 

““Why didn’t you surrender?” was the 
next question. 

““The emperor wouldn't let me,’ was 
the reply.” 


O° oO ° 


Thomas W. Palmer, attorney for Stand- 
ard Oil Co. (N. J.), has been honored 
with the highest decoration of the Vene- 
zuelan government for his contribution in 
promoting better relations between that 
country and the United States, it was 
announced last week. 

Mr. Palmer was awarded the Order of 
the Liberator with the rank of Com- 
mander, highest grade granted a non- 
official civilian, by President Isaias Me- 
dina. Presentation will be made through 
the Venezuelan Embassy in Washington. 


co ° O° 


The Texas Co. announced recently 
that L. H. Anderson, Texaco’s Florida 
manager, has been elected chairman of 
its executive committee. He will suc- 
ceed J. N. Koontz of the Sinclair Re- 
fining Co. who has served the post for the 
past two years. 


° ° ° 


The four members of the California 
Standard organization in San Joaquin 
Valley to receive gold service pins were 
George McCoy and N. J. Boyle, 25 years 
service; and Rufina Loperena and E. B. 
Bush, 20 years service. 

° o ° 


Otto E. Jackson of Aberdeen, S. D., 
has sold his interest in the Sterling Oil 
Co. and will move to Minneapolis. He 
was secretary and South Dakota repre- 
sentative of Sterling, an independent oil 
jobbing company with headquarters in 
Minneapolis. Mr. Jackson was associated 
with the company for about 25 years. 
He was an active member of South Da- 
kota Independent Oil Men’s Assn. 


The Humble Oil & Refining Co. has 


announced the return of Maj. T. J. 
Fuson as assistant division petroleum en- 


gineer, after more than three years 
service with the Army. 

Maj. Fuson has been in the India 
Burma Theater since November, 19438, 


interrupted only by a brief mission to 
the Middle East during the summer of 
1944. He was technical operations of- 
ficer and helped plan for and coordinate 
the construction and operations of ap- 
proximately 3500 miles of military pipe- 
line from India to China. After having 
been given official commendation for 
outstanding service, he was released from 
active duty in June, 1945. 


63 





CLASSIFIED 


Situation Open 








MEN FOR FOREIGN EMPLOYMENT 
In Saudi Arabia 


Refinery operators; graduate petro- 
leum, electrical and mechanical engi- 
neers; stabilizer operators; combination 
welders for pressure vessel and pipe 
work; boilermakers and various other 
crafts; accountants; stenographers. 


Employment offers opportunities for 
post-war security and advancement. Lib- 
eral benefit plans; vacations in United 
States; free hospital and medical care. 


If genuinely interested in foreign ca- 
reer, send full information on experience, 
transcript of college record (professional 
applicants only), references, draft and 
availability status to our Employee Re- 
lations Department. 


ARABIAN AMERICAN OIL COMPANY 
200 Bush Street 


San Francisco 4, California 











Positions Wanted 


SALESMAN thoroughly experienced wholesale 
marketing of refined and fuel Midwest 
territory. Available immediately. Box No. 669. 


oils, 





AVAILABLE REFINERY PERSONNEL 


A war refinery soon to close will recom- 
mend _ skilled 
Process Engineers, Research Engineers, 
Technical and Research Chemists, Con- 
struction, 


talent—Superintendents, 


Maintenance and Operating 
Auditors, Accountants, Per- 
sonnel, Traffic. This personnel is quali- 
fied for large or small units. An appre- 
ciative management is desirous of plac- 
ing them. 


Personnel, 


Box No. 667 


National Petroleum News 











Professional Services 





ANTI-KNOCK VALUES 
DETERMINATORS 
The Gray Industrial Laboratories 
Chemists and Engineers 
Specialists on Petroleum Products 


961-976 Frelinghuysen Ave., 
NEWARK, N. J. 
Telephone Bigelow 3-4020 











Classified Rates 





“For Sale,” “Wanted to Buy,” “Hel 
Wanted,” “Business Opportunities,” 
“Miscelianeous” classifications, set in 
type this size without berder—15 cents 
a word. Minimum charge, $4.00 per in- 
sertion. 

“Position Wanted”—10 cents a word. 
Minimum charge $1.50 per insertion. 


Advertisements set in s al e or 


with border—$5.00 per column inch. 

oe must reach us not later thas 
Saturday preceding date of issue. 

All classified advertisements are pay- 
able in advance. 

No agency commission or cash dis- 
counts on classified Advertisements. 


















Art Doering, former oil man _ with 
Spencer Petroleum Co. and Socony- 
Vacuum, Chicago, from 1940 to 1943, 
won the All American Amateur Golf 
Championship, played at Tam O’Shanter 
Country Club during week ending July 
29. His score for 72 holes was 282, or 
six under par. 

Frank E. Spencer, manager of Socony- 
Vacuum’s fuel oil department, wanted 
to see his former employe, Mr. Doering, 
play the finals. Approaching the players 
through the rough, a wild golf ball 
smacked Mr. Spencer on the nose and 
ricocheted off his right eye. His nose 
and glasses were broken and the eye 


blackened. 





Mr. Wenzel 


Mr. Houston 


MacLean Houston, of the United Re- 
fining Co. at Warren, Pa., presided 
over the recent meeting of the Pennsyl- 
Grade Crude Oil Assn. to form 
plans to meet oil requirements of the 
new postwar automobiles. 

Reports, in addition to Mr. MacLean’s, 
were given by W. C. Wenzel, Associa- 
tion executive manager; B. L, Heath 
of Freedom Oil Co., and E. E. Ebner, 
Quaker State Oil Refining Co., chair- 
man of the subcommittee. 

Other committee members in attend- 
ance were: L, M. Baltzell; T. J. Hark- 
ins; L. C. Borell and R. L. Sailer, 

P. W. Emery; L. E. Girmmer; L. W. 
Hodous and J, A. Jones. 

G. M. Kirkwood; W. H. Millhiser; Dr. 
John T. McCoy; C. W. Cable and T. J. 
Garin were also present. 

o bed ° 


vania 


George B. Davies, president of Chicago 
Oil Men’s Club, has announced that no 
regular weekly luncheons of the Club 
will be held during August. They will 
be resumed in September, he said. Mean- 
time, the club rooms in the Continental 
Hotel will be open from 9:00 a.m. to 
5:00 p.m. five days weekly with Custodian 
Charles Henry in charge. 

° °o J 

Creole Petroleum Corp. last week an- 
nounced the appointment of I. R. Cun- 
ningham as comptroller, to succeed N. 
J. Beals, who resigned to accept an ap- 
pointment in the producing department 
of Standard Oil Co. (N. J.). 

Mr. Cunningham joined Standard Oil 
Co. of Venezuela, later merged with 
Creole at Maracaibo in 1924. In 1926 
he became an accountant with the com- 
and later was made manager of 
the accounting department. 

Mr. Beals has been with the Jersey 
Standard organization since 1932. 


pany 
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Seemingly impossible, NATIONAL FOAM 
flows freely as well as clinging fast. And since 
seeing is believing, note the man (above) shovel- 
ing the heavy, tough lather of Aer-O-Foam bub- 
bles while the same fire extinguishing substance 
sticks close to the vertical surface behind him. 


ya =: The “bean soup”, as the U. S. Navy respect- 
fully calls Aer-O-Foam, flows quickly and easily 
over any surface afire, literally smothering it. 
Walls either aflame or threatened by fire are 
















BACK THE ATTACK~BUY WAR BONDS 


as rapidly plastered with Aer-O-Foam which 





forms an airtight blanket snuffing out flames or 
insulating any surface against them. 


Proved effective everywhere, this development 
of National Foam has fought alongside our 
fighting men all over the world (4,000,000 gal- 
lons having been supplied for the Navy alone). 
Aer-O-Foam is now available for protecting the 


home front. 


SPECIALIZING IN FOAM FIRE PROTECTION 


Packard Building. Philadelphia 2. Pa. 
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“KNOW-HOW” ISN’T 
BUILT IN A DAY 


LEarninc Know-How is a gradual process in 
any business—it isn’t gained overnight. 


Oil jobbers learn ‘‘what it is all about’’ in two ways. 
Some have worked for oil companies, in bulk plants, on 
trucks, or in stations, gaining experience before em- 
barking in business for themselves. Others, venturing 
a new business, start from scratch and learn as they go. 


In either case, Know-How in the oil business comes 
only from experience . .. and there is no finish line! 
One can always learn something new in the distribution 
and marketing of petroleum products. 


Fleet-Wing’s knowledge of jobber problems has been 
acquired over a span of 22 years. Working exclusively 
with hundreds of independent jobbers, large and small, 
it has added to its Know-How, by drawing upon the 
sum total of the experiences of all these jobbers. 


That is why Fleet-Wing’s relationship to its Jobbers is 
more than a supplier of gasoline, oil and greases. Of 
course, Fleet-Wing is subject to all the limitations of 
the war emergency. Nevertheless, when peace comes, 
Fleet-Wing will be better prepared than ever before to 
pass along its Know-How—for better merchandising, 
personnel training, rehabilitating stations and modern- 
izing equipment, improving methods and services. 











1 ee ee 









GS Re A eeee.s. .« oe See. 


